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MINIMUM ORDER: $25 


HOW TO BUY FROM US 


Business Hours 


Monday through Friday, 7:30 a.m. - 4:30 p.m. (Pacific Time), 
with the exception of holidays. Most orders received by 3:00 
p.m. Pacific Time (6:00 p.m. Eastern Time) will be shipped 
the same day. 


Ordering Information 


USA (contiguous 48 states) 760-744-0700 
800-737-2787 
760-744-0700 


Phone 


Worldwide 


RF Parts Company 
435 South Pacific Street 


San Marcos, CA 92069 USA NOTE: After 


760-744-1943 
888-744-1943 


To Order 
Price Quotes, etc. 


Fax 
toll-free fax 


E-mail orders@rfparts.com 


rfp@rfparts.com 


Shipping Methods 


United States 

RF Parts recommends United Parcel Service (UPS). 
Federal Express is also available for an additional cost. Please 
see back page for shipping information. 


Foreign 

Shipping by all major express services are available, including 
Postal. We recommend shipping by UPS & FedEx for reliability, 
lost packages occur more often with postal delivery. Please refer to 
the Foreign Order Information page at the end of the Catalog. 


Payment Method 
Credit Card We accept Visa, Mastercard and Discover. 


Paypal We accept Paypal for most transactions.Contact 
us for details. 


C.O.D. (Cash on Delivery) COD is available when we ship by 
UPS only, and must be paid by Postal or bank money order. 
No personal checks. Company checks are accepted only with 
prior approval by the RF Parts Company Credit Department. 
COD is not available outside lower 48 states. RF Parts will 
give customer exact total prior to shipping (UPS will NOT ac- 
cept Cash). 


COD packages that return to us unpaid require customer to 
clear all shipping & COD charges before further orders will be 
accepted. 


Note: There is a $20.00 Service Charge on checks returned 
from bank, plus any and all costs of legal expenses if action is 
taken. A one-time Non-Sufficient Funds (NSF) check auto- 
matically places the customer on credit hold, and requires 
payment by COD (money order), Credit Card or pre-pay. 


Open Account Open Account status is available to rated 
firms which expect to do continuous business with RF Parts. 
Please contact our salesmen in advance of placing an order. 


Pricing Policy 
This Catalog supersedes prior catalogs from RF Parts Co. 
RF Parts believes prices and descriptions of merchandise to 
be accurate at time of printing, and is not responsible for 
typographical errors. The RF Parts Company On-line 
Catalog http:/\www.rfparts.com is kept current on prod- 
uct and pricing information. 

Price and availability subject to change without notice. 


ARE PARTS COMPANY» 


exports internationally via oe 
United Parcel Service, Federal Express 
and major express companies. © 
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Part 
Number 
PFOO11 
PF0O031 
PFOO30 
PFO0O31 
PF0310 
SAU3 
SAU4 


SAU6L/NT410A 


SAU12 
SAU16H 
SAU16SH 
SAU17A 
SAU21 
SAU26 
SAU27AH 
SAU35AH 
SAV6 
SAV7 
SAV12 
SAV15 
SAV16H 
SAV16L 
SAV17 
SAV21H 
SAV21L 
SAV22A 
SAV24 
SAV28 
SAV30H 
UUE0080 


51-8011E01 
CA2256R 
CA2601BU 
CA2717 
CA2830C 
CA5815CS 
CA5915 
MHW591 
MHW592 
MHW593 
MHW602 
MHW607-1 
MHW607-2 
MHW612 
MHW/707-1 
MHW707-2 
MHW710-1 
MHW710-2 
MHW807-1 
MHW807-2 
MHW6812-A3 
MHW820-1 
MHW820-2 
MHW927B 
MHW932 
MHW1342 
MHW5122 
MHW5182 
MHW5222 
MHW5222A 
MHW6182 
MHW6272 
MHW6342 
MHW9002-2 
PHW2820-1 
QRF400 
“UX0151 
74N16 
85Y49 


CATALOG 2004 


VHF-UHF POWER MODULES TOSHIBA 


If you do not see the part number you need, call (760) 744-0750. 


Freq 
Range 
890-915 


890-915 
136-150 
430-450 
430-450 
400-440 
825-845 
450-470 
490-512 
870-915 
825-845 
430-450 
490-512 
450-470 
154-162 
144-148 
144-148 
220-225 
150-160 
135-150 
144-148 
150-175 


144-148 
144-148 
144-148 


see M67759 


Max 
BW 


890-928 6 


P out Pin Bias 1-4 
Min. W mW Class Case Net Ea. 


Discontinued — use 


890-928 


427-450 
430-450 


430-495 


870-920 


420-470 
152-164 
143-149 
130-160 


144-148 


130-160 
140-174 
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MOTOROLA 
VHF-UHF POWER MODULES 


Call for Price and Availability. 


BW 


MHz 


800 


5-200 
10-1000 = 


1-250 
1-250 
10-400 
146-174 
136-150 
146-174 
146-174 
403-440 
440-470 
400-440 
440-470 
820-850 
870-905 
870-950 
806-870 
806-890 
824-849 
890-915 
40-300 
40-450 


40-450 
40-450 
40-555 
40-550 
40-555 
870-905 oe 


P out Pin 
Max BW ’ Min. W mW 


Specifications not available. 
Specifications not available. 
Specifications not available. 
Specifications not available. 


714F-01/1 
714P/3 


Specifications not available. 
714/14 
714/1 
714/1 
297-02 

301K-02 

301K-02 
301A-03 
301J-02 
301J-02 
700-0 
700-03 
301L-01 
301L-01 
Call 
301-G01 
301-G01 
301AA/1 
301S-02 
714-02 


880-920 

35 Ch CATV Gp=34dB 
60 Ch CATV Gp=12dB 
Specifications not available. 

60 Ch CATV Gp=22dB 
60 Ch CATV Gp=22dB 
77 Ch CATV Gp=18dB 
77 Ch CATV Cp=27dB 
77 Ch CATV Gp=34dB 
Gp=24.5dB 
Specifications not available. 
Specifications not available. 
Specifications not available. 
Specifications not available. 
Specifications not available. 
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T14/1 
714/1 
714/1 
714/1 
714/1 
420A-01 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 
wirsusisH! = WHF-UHF POWER MODULES 


lf you do not see the part number you need, call (760) 744-0750. 
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COMPLETE ENGINEERING 
DATA FOR RF MODULES 


Part Freq Max P out Pin Bias 1-4 

$1 .50/mod u le. Number Range BW Min. W mW Class Case Net Ea. 

M57704EL 335-360 — 13 200 C H38A $45.90 

M57704H 450-470 —_ 13 200 Cc H3A 45.90 

M57704L 400-420 ——- 13 200 Cc H38A 45.90 

M57704M 430-450 420-450 13 200 C H38A 45.90 

M57704SH 490-512 _ is 200 Cc H38A 45.90 

M57704SL —_ — 13 200 Cc H3A 45.90 

M57704UH 470-490 — 13 200 C H38A 45.90 

M57706 145-175 — 8 200 Cc H2 59.90 

M57706L 135-145 144-160 8 200 C H2 44.40 

M57710A 156-160 152-164 28 200 C H2 35.90 

a . M57713 144-148 —_ “We 200 AB H3B Sr 0 
NOTE: Before Module Installation, M57714 450-470 440-470 i 100 C H3A 49.90 
antenna switching PIN diodes should | 57714EL 335-360 — 7 100 GC H3A 49.90 
M57714M 430-450 —_ i 100 C ’ H3A 49.90 

be tested (normal Ohmmeter test for sae pe = an 7d oe daion 
Hi/Lo resistance). M57715 144-148 — 13 200 C H2 32.00 
M57716 430-450 — lee 200 AB H3C 59.75 

M57716L 360-380 — 17 200 AB H3C 59.75 

No Exchange or Warranty on transistors or mod- M57719 445-175 te 14 200 Cc H2 49.90 
ules which, in our opinion, have been | M6§7719L 135-145 es 14 200 C Bes 40.90 
: M57719N 142-163 140-165 14 200 C H2 49.90 

damaged, installed, or soldered to. Modules and M57721 450-512 is 7 10 AB H12 31.30 
Transistors are fully tested under load and SWR | M57721L 350-400 335-410 li 10 AB H12 31.30 
P een M57721M 400-450 — Th 10 AB H12 31.30 

by the factory to meet their specifications. Check M57721UL 335-370 ee 7 10 AB H12 31.30 
your circuit, antenna, coax, etc., to make sure it M57726 144-148 140-152 43 400 Cc H2B 59.95 
: : : M57726R 144-148 140-152 43 400 C (rev) 81.55 
is properly adjusted or repaired before) ye7707 144-148 140-150 37 300 AB H3B 64.55 
installing new part. M57729 430-450 420-450 30 300 Cc H3A 67:75 
M57729EL 335-360 — 30 300 C H3A 69.90 

No further Warranty is assumed or implied. M57729GL 326-346 — 30 300 C H3A 69.90 
M57729H 450-470 440-470 30 300 Cc H3A 67.75 

M57729L 400-420 = 30 300 C H3A 67.75 

M57729SH 490-512 — 30 300 Cc H3A 69.90 

M57729UH 470-490 = 30 300 Cc H3A 69.90 

M57729UL 380-400 = 30 300 Cc H3A 69.90 

M57732 144-175 —_ 7 20 AB H12A 25.95 

M57732L 135-160 130-166 7 20 AB H12A 25.95 

M57735 50-54 48-56 Wik 200 AB H3B 67.75 

M57737 144-148 140-152 30 200 Cc H2 39.90 

M57737-R 144-148 140-152 30 200 Cc (rev.) 53.80 

M57739C 825-851 = 6 30 C H26 59.75 

M57741H 164-175 155-185 28 300 C H2 82.45 

M57741L 148-160 140-170 28 200 Cc H2 82.45 

M57741M 156-168 148-175 28 300 C H2 82.45 

M57744 905-915 900-920 13 400 Cc H3A 77.45 

M57745 430-450 425-450 3d 300 AB H3C 94.75 

M57747 144-148 140-150 AS: » 200 Cc H6 78.45 

M57752 430-450 — ue) 200 Cc H3 49.95 

M57755 806-866 800-875 10 100 C H3A 99.50 

M57759 890-915 890-915 0.2 2 C — 14.95 

M57762 1240-1300 1240-1300 18 1000 AB H3B 89.95 

M57764 806-825 800-830 20 400 Cc H3A 97.85 

M57774 220-225 219-232 30 300 C H2 69.85 

M57774S 185-200 _ 30 300 C H2 59.85 

M57782 825-851 805-860 if 1 == H11 49.90 

M57783H i 50 AB H13 44.75 

M57783L - 135-160 125-175 7 50 AB H13 44.75 

M57785H 162-174 —_ vk 50 AB H12A 58.80 

M57785L 135-150 127-163 7 50 AB H12A 58.80 

M57785M 150-162 _— UE 50 AB H12A 58.80 

M57786H 470-512 465-520 if: 50 AB H12 44.90 

M57786L 380-400 _— 7 50 AB H12 44.90 

M57786M 430-470 425-480 i 50 AB H12 44.90 

M57788H 450-470 430-490 45 400 C H3A 88.80 

M57788L 400-430 390-450 45 400 Cc H3A 88.80 

M57788M 430-450 410-460 45 400 C H3A 88.80 

M57788MR 430-450 410-460 45 400 Cc (rev.) 97.70 

M57788SH 490-512 — 40 400 Cc H3A 88.80 

M57788UH 470-490 - 40 300 C H3 88.80 

M57791 890-915 880-930 i 1 — H11 59.90 

M57792 806-870 800-870 20 400 Cc H3A use M67760LC 

M57796H 150-175 140-190 if 300 AB H14 29.90 

M57796MA 144-148 135-160 i 200 AB H14 29.90 

M57797H 450-470 — Ve 200 AB H14 34.40 

M57797L 400-430 - Wi 200 AB H14 34.40 

M57797MA 440-450 420-460 7 200 AB H14 34.40 
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arettisae' VHF-UHF POWER MODULES PRINTED CIRCUIT BOARDS 
If you do not see the part number you need, call (760) 744-0750. FOR RF POWER MODULES 


Part Freq Max P out Pin Bias 
Number Range BW Min_Ww mW Class Case 


M57797SH 490-512 200 AB H14 

M57799H 470-512 40 AB H13 

M57799L 400-430 40 AB H13 

M57799M 430-470 40 AB H13 

M67702 150-175 5W H17 

M67703M 430-450 10W H17 

M67703SH 490-512 10W H17 

M67704 

M67705H 470-512 460-520 H13A 

M67705L 400-430 400-450 H13A For Mitsubishi, Toshiba, and other RF Power Modules with case style H3 (M57727, 
M67705M 430-470 420-490 H13A M57735, M57745, M57762, SAU4, etc.). Easily modified to use H2 case styles 
M67706 806-870 790-895 H13 (SAV7, SAV15, SAV17, etc.). 

M67709 430-470 — H16 

M67709L 350-390 310-395 H16 Includes application notes for module frequencies 50-1300 MHz. Provides for 
M67710H 150-175 140-190 H13 placement of bypass capacitors and choke coils. Connections for MC7809 volt- 
M67710L 135-160 H13 age regulator if required. Double-sided FR4 board with plated thru holes. Size 


M67711 1240-1300 =a H3B 4.1” x 1.0”. (Module Data Sheet Recommended.) 
M67712 220-225 219-239 H3B 


M67715 1240-1300 1220-1320 j H13A Part #: DEM2318 $15.00 
M67717 

M67723 220-225 210-250 
M67727 144-148 — 
M67728 430-450 420-470 
M67730L 174-200 160-210 
M67731 = — 
M67732 1240-1300 = 
M67741H 150-175 140-180 
M67741L 150-175 140-180 
M67742 66-88 60-92 
M67743H 77-88 74-92 
M67743L 68-81 62-85 
M67746 144-148 = 
M67748H 150-175 =e 
M67748HR 150-175 

M67748L 135-150 125-155 
M67748LR 135-150 125-155 
M67749H 440-470 == 
M67749HR 440-470 

M67749L 400-430 

M67749M 430-450 

M67749SH 490-512 

M67749UH 470-490 = 
M67754 824-849 810-860 
M67755L 134-150 = 
M67759 872-905 == 
M67760HC 896-941 = 
M67760LC 806-870 “= 
M67764 940-960 925-970 
M67766A 820-850 820-855 
M67769C 890-915 890-928 
M67776H 896-941 860-950 
M67776L 806-870 790-890 
M67781H 150-175 = 
M67781L 135-160 125-160 
M67796 1240-1300 = 
M67797 890-915 = 
M67799HA 450-470 430-470 
M68702H 150-175 

M68702L 135-160 

M68703HA 440-450 

M68703SHA 470-490 

M68706 250-270 

M68707L 215-230 

M68710H 450-470 440-480 


D 
(=) 


For Mitsubishi, Toshiba, and other RF Power Modules with case style H12, H13, 
H27 (M57787, M57799, M67715, M67723 and most 42-45mm length modules). 


Includes application notes for module frequencies 50-1300 MHz. Provides for place- 
ment of bypass capacitors and choke coils. Connections for MC7809 (78S09) voltage 
regulator if required. Double sided FR4 board. Size 1 1/8” x 2 3/4”. 
(Module Data Sheet Recommended.) 


Part #: DEM2303 $12.00 


POWER MODULES 
FOR ICOM AMATEUR & 2-WAY 
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$C1013 SC1027 $C1062 $C1091 SC1124 
$C1016 $C1029 SC1066 SC1096 $C1131 
$C1019 $C1030 SC1068 $C1097 $C1142 
$C1020 $C1038 S$C1069 $C1106 $C1143 

$C1022 $C1040 $C1077 $C1107 S$C1146 
S ta\ Hos 2 eile aie ame oullaeee a 
Mee, 10040 0-0 BAS cs eee boa wont 
M68719 1240-1300 100 AB, MOS SC1088 


M68729 220-245 300 C We can supply equivalent “SC” part numbers. 


M68731H 150-175 50 AB, MOS F Ais : 
M68731HM 145-174 50 AB,MOS Please contact our Customer Service Dept. by phone, fax, or e-mail for assistance. 


M68731L 135-155 7 50 AB, MOS 
M68731N 142-163 50 AB, MOS 
Mé87S2HA 440-490 50 AB/ MOS WHITE THERMAL TRANSISTOR GREASE 
M68732H 450-470 50 AB, MOS 

M68732LA 

M68732L 400-430 50 AB, MOS 

M68732SH 490-512 50 AB, MOS 

M68732SL 330-380 50 AB, MOS 

M68732UH 470-490 50 AB, MOS 

M68732UL 380-400 50 AB, MOS 

M68757H 

M68762H 440-490 300 C Small Tube 6.5 grms__— Part #: Grease $ 1.95 ea 


M68762L 400-450 300 C ; 
M68769H 440-490 300 C Large Tube 1462: Part #: Grease 2 3.59 ea 


M68769SH 470-520 300 C Can (mfg:Thermalloy) 1 Ib. Part #: Therm251 18.95 ea 


2N0000z2z|000000 
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All module specifications are believed correct. The Material Safety Data Sheet for this Grease is on the web here: 
Not responsible for any errors. http://www.gcwaldom.com/msdspdf/1 48. pdf 
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CATALOG 2004 MINIMUM ORDER: $25 


PHILIPS VHF-UHF POWER MODULES TRANSISTOR QUANTITY PRICING 


If you do not see the part number you need, call (760) 744-0750. é 
Transistor 1-4 5-9 10-19 
Part DC Freq Max P out Pin Bias 


Number Volts Range BW Min. W mW Class Case Net 2SC2290 $12.75 $12.30 $11.95 
BGD802 24 40-860 — — — hes 2SC2879 15.95 15.45 14.95 
BGX885N 40-860 — — _ 07T115J2 : 

BGY45B 148-174 140-175 28 W 150 (Gg; — SD1446 12.25 10.75 9.90 
BGY57 40-450 60 ChCATV Gp=22dB — A 714-04 3 P . 
BGY82 40-450  60ChCATV Sameas MHWS142A Price by line item, no mix/match. 


BGY132 5 3 6878 rs 18W 100 SOT-132B Prices subject to change without notice. 
BGY133 5 80-108 = 18W 200 SOT-132B 


BGY114E 890-950 _ 6W 3AW SOT-278A Quantities of 20 or more are available by custom quote only. 
BGY581 40-550 77 ChCATV = 
BGY582 40-550 77 ChCATV 


BGY585A 40-550 77 ChCATV SOTH15J MOTOROLA BETA CODING 


4 2 ring ae Z . . 
£00496 - - a MOTOROLA uses two methods to designate d.c. current gain (Beta) 


543258 of popular RF Power Transistors; “COLOR DOT” and “LETTER CODE”. 
(Note: Some transistors may not carry the Beta test code.) 


Letter Color Lo Beta | Letter Color Med. Beta| Letter Color Hi Beta 
Code Dot Range | Code Dot Range Code Dot Range 
Brown 15-23 F Green 48-63 | BIk-Blk 87-108 

Red 20-32 G Blue 57-78 J Brn-Brn 100-125 

Orange 28-42 H Violet 72-93 K — Red-Red 115-140 
Yellow 38-52 L = Org-Org 130-155 


H11 Generally speaking, RF power gain (Pg) and Maximum Saturated Power 
Output (Po) will be higher with “High Beta” parts, however, amplifiers will 
tend to be less “rugged” and may require additional stabilization. 


Part i 
Number Freq. Vec ‘ Case Net Ea. TRANSISTOR MATCHING 


VHE- Band Pow Power When an amplifier stage has two or more transistors, it is best to 
RAO7HOG08M 68-88 125V 38% H46 $53.50 have all devices of the same gain and output to better equalize power 
RA08H1317M 135-175 125V 50% H46 20.75 sharing and d.c. current in each device. Other companies only offer 
RA07M1317M seers) = © 762N) 45% H46 19.25 matching of “Beta Codes’—hardly what matching is really about. 


RA08N1317M 135-175 9.6 V 50% H46 18.75 
RAO7M2127M 215-270 7.2V 45% H46 17.25 RF PARTS COMPANY has developed a testing program to provide 


; the service technician with PREMIUM MATCHED RF POWER 
VHF Band, High Power TRANSISTORS, having the best quality and performance: First, we 


RA3O0HO6080M 68-88 NY 40% 73.00 é : ‘ ” « ” P 
RA13H1317M 135-175 125V 40% 33.75 select transistors with the same “Lot Number’ and “d.c. Beta’. (This 


RA30H1317M 135-175 125V 40% 73.00 is where others stop and call the transistors “matched”.) Next, we 


RA60H1317M 135-175 125V 40% 73.00 test each transistor's B-E, B-C, and C-E junctions with a curve tracer 
RA35H1516M 154-162 125V 47% 47.00 to separate out those with “undesirable” junction characteristics. Only 
RA30H2127M 210-250 Sea 40% 57.50 transistors with low Collector-Base leakage (Icbo) are accepted for 
UHF Band, Low Power further testing. Finally, these PREMIUM selected parts are placed 
RAO7H3340M «330-400. «12.5 V 40% 26.75 in our RF Test Fixture, one at a time. The test measurement is noted 
RAO7M3340M _—«-330-400-—=—s 7.2. V 40% 18.50 on each part. Our transistor Power Gain test is measured at about 
RA07N3340M 330-400 96V 43% 31.50 50-60% of maximum peak power rating. (Note: Different drive power 
RA07H4047M 400-470 12V 40% 19.75 levels are used for the various transistors, and test numbers only 


RA07M4047M 400-470 7.2V 40% 18.50 apply for the particular part number under test.) 
RA0O7N4047M 400-470 9.6 V F 43% 2125 ; 


RA07H4452M 440-520 12V 40% 22.75 We select the best parts for matched sets of 2, 4, 8, 16, etc. The 
RAO7M4452M = 440-520 7.2 V 40% 18.50 number on the outside of the envelope is the Power Measurement 
UHF Band, High Power of each transistor as discussed above. Use of our selected parts will 
RA13H3340M 330-400 12.5 V 40% 35.25 help assure top performance and reliability in multi-transistor power 
RA30H3340M 330-400 12.5V 40% 47.00 amplifiers. 


RA13H4047M 400-470 Ley WY 40% 35.25 : 
RA30H4045MR 400-450 12.5 V 40% 47.00 Examples of popular transistors selected for these tests are: MRF422, 


RA45H4045MR_ 400-450 12.5V 35% 73.00 MRF454, MRF455, MRF492, SRF3662, SRF3749, SRF3775, 


RA30H4047M 400-470 12.5V 40% 47.00 25C2290, 2SC2879, 2SC2904, 2SC3133, SD1446, etc. 
RA45H4047M 400-470 12.5V 35% ‘ 73.00 


RA13H4452M 440-520 12.5 V 40% 35.25 Only RF PARTS offers PREMIUM SELECTED TRANSISTORS. 
RA30H4452M 440-520 12.5 V 40% 47.00 


RA45H4452M 440-450 12.5V 35% 73.00 de " ee Ve eo, OF Pad 


Ea Aes (ealr us for Fast Delivery || Re tH 


RAO3M8087M = 806-870 7.2 V 32% 29.75 [tao 


RA20H8087M 806-870 -12.5 V 25% 73.00 ~ Orders: ‘placed ‘by. 3: 00. p.m. Pacifie Tim 


RAO06H8285M 820-851 eo. 35% 28.75 


RAOSM8894M = 889-941 7.2 V3. 32% 21.00 will, normally be. shipped the s same: ‘day. 
RA13H8891MA _889- % Ft eae 

HA(GHESOIME:Feno-n1e) Misely — i eee Next :D fay Delivery | IS available, au 
RA20H8994M 896-941 12.5 V 25% 73.00 oe a3 r , ae rod | 

1200 MHz Band ae : suai F - 800- 737: 2787 | 


RA18H1213G 1240-1300 12.5 V 20% 48a0 


Additional specifications and case information are available gh Zipp Wine Ce = ghey 
www.mitsubishichips.com H+ 4 o ff é 45 --. 
and at 3 


3 tae sg 
av “orders @rtparts.com ~ 


—ke, i 
hey 


QUANTITY PRICING AVAILABLE 5 PRICE AND AVAILABILITY SUBJECT TO CHANGE. 


MINIMUM ORDER: $25 CATALOG 2004 


MOTOROLA ¢ MICROSEMI ¢ MA/COM ¢ RF TRANSISTORS 


Manufacturer is Motorola unless noted 


Part # Net 


MRF 134 $29.95 
MRF134-MA 19.25 
MRF136-MA 19.90 
MRF136 MP 55.00 
MRF136Y 72.95 
MRF136Y-MA 62.95 
MRF 137 32.95 
MRF137-MA 24.50 
MRF 140 79.90 


Part # Net 


MRF245 $33.73 
MRF245 MP 76.60 
MRF247 32.50 
MRF247 MP 69.90 
MRF248 39.90 
MRF248 MP 89.90 
MRF250 20.00 
MRF255 12v TMOS 85.00 
MRF260 13.95 


Part # Net 


MRF435 MP $110.00 
MRF448 87.50 
MRF448-MA 69.75 
MRF448 MP 190.00 
MRF448 MQ 395.00 
MRF449 27.00 
MRF449 MP 64.00 
MRF449A MPCall 

MRF449A MQCall 


Part # Net 


MRF559 $4.25 
MRF571 4.90 
MRF581 3.25 
MRF581A 4.40 
MRF586 4.95 
MRF607 2.85 
MRF607-S trim leads 1.95 
MRF627 21.93 
MRF629 4.75 


Part # Net 
MRF5943C MSC $2.50 
MRF8004 Call 
MRF8372 surface mt. 1.95 
MRF9011L 1.83 
MWA110 11.95 
MWA120 15.95 
MWA120 13.95 
MWA130 17.50 
MWA130 MSC 15.95 


M11L07 
M11L08 
M11L29 
M11L52 
M11L55 
M11L90 
M1102* 
M1104 

M1104* 
M1106* 
M1107 


M9587* 
M9588* 
M9591 
M9591* 
M9592 
M9594 
M9614 
M9618 
M9619 
M9622 
M9622* 
M9623 


MSC 


MSC 


M1113" 
M1133* 
M1134* 
M2215 
M2527 
M2528 
M2529 
M2530 
M25C22* 
M4017* 
M4051* 
M4056* 
M4061* 
M4331 
M4438 /MN61 
M48B32 
M6702 
M6708 
M6709 
M9027 
M9108 
M9130 
M9135 
M9144 
M9164 
M9199 
M9225 
M9227 
M9244 
M9302* 
M9311 
M9316* 
M9320 
M9325 
M9325 
M9327 
M9328 
M9334 
M9348 
M9357 
M9390 
M9411 
M9425 
M9426 
M9428 
M9440 
M9443 
M9447 
M9456 
M9466 
M9467 
M9476 
M9491 
M9494 
M9528 
M9531* 
M9534 
M9539 
M9543 
M9565 
M9567 
M9568 
M9570 
M9571 
M9572 
M9574 
M9576 
M9580" 
M9583* 
M9585 


“Asterisk denotes substitute part. 


M9623* 
M9624 
M9624* 
M9625 
M9625* 
M9626 
M9628* 
M9630* 
M9631* 
M9639* 
M9641 
M9642 
M9643 
M9649 
M9651 
M9651* 
M9652 
M9652* 
M9653 
M9657* 
M9662 
M9663 
M9665* 
M9669* 
M9675* 
M9676 
M9676* 
M9677 
M9687 
M9687* 
M9699 
M9701 
M9703* 
M9706 
M9715 
M9718" 
M9719* 
M9720* 
M9728* 
M9730 
M9739 
M9739* 
M9740* 
M9741 
M9741* 
M9755 
M9755* 
M9780* 
M9756 
M9806* 
M9822* 
M9836 
M9850 
M9850* 
M9851 
M9851* 
M9857 
M9859* 
M9860* 
M9866* 
M9867* 
M9874* 
M9875 
M9888" 
Mg9995* 
PK704 /M9741 
PK705 /M9755 
MK817 /M9888 
RF208 


MRF140-MA 64.90 
MRF140 MP 190.00 
MRF 141 WQS 
MRF141-MA Call 
MRF 141 MP 183.00 
MRF 141G-MA142.90 
MRF141G 189.90 
MRF148A 49.50 
MRF148A-MA31.75 


MRF260 MP 
MRF261 
MRF262 
MRF264 
MRF264 MP 
MRF275G 
MRF275G-M 
MRF275L 
MRF309 


29.50 
10.50 
10.50 
21.95 
48.90 
189.95 
159.95 
93.50 
37.93 


MRF450 
MRF450 MP 
MRF450 MQ 
MRF450A 


25.00 
54.90 
109.80 
24.93 


MRF450A MP55.90 


MRF453 
MRF453 MP 
MRF453 MQ 
MRF453A 


17.00 
37.90 
79.80 
31.00 


MRF630 9.90 
MRF641 26.50 
MRF644 27.50 
MRF644 MP 60.00 
MRF646 28.95 
MRF646 MP 64.00 
MRF648 28.95 
MRF648 MP 64.00 
MRF650 36.90 


(1813-0213) 


MWA220 


MWA230 MSC 


SRF2072 
SRF2072 MP 
SRF2072 MQ 
SRF2281 
SRF2442K 
SRF2483 


14.95 
15.95 
21.95 
47.90 
95.80 

Call 
24.75 
26.75 


MRF 150 
MRF150 MP 
MRF150-MA 


MRF150-MP MA 


MRF151 
MRF151-MA 


69.95 
169.90 
49.95 
125.00 
74.95 
48.95 


MRF151G-MA124.50 


MRF 153 


250.00 


MRF309 MP 
MRF314-MA 
MRF314 
MRF314 MP 
MRF314A 
MRF314A MPCall 
MRF315 Call 
MRF315 MP 149.40 


88.90 
24.95 
34.95 
79.90 
39.75 


MRF453A MP66.00 
MRF 454 

MRF454 MP 66.90 
MRF454 MQ 133.80 
MRF454A Call 
MRF455 29.95 
MRF455-MA 27.95 
MRF455 MP 65.00 


29.50 


MRF650 MP 
MRF652 


79.00 
17.95 


MRF652S surface mt. Call 


MRF653 


ZN e)s 


MRF653S surface mt. Call 


MRF654 
MRF658 
MRF658 MP 


25.50 
ou.90 


129.00 


SRF2648 

SRF2818K 
SRF2838 

SRF3030 @.@@ 
SRF3417 @.@@ 
SRF3605 Call 
SRF3614 35.75 
SRF3614 MP 75.50 


Ws 
16.95 
32.00 


MRF154-MA 
MRF154-MP 
MRF 156 
MRF157-MA 
MRF158-MA 
MRF 162 
MRF164W 
MRF 166 
MRF166C-MA29.95 
MRF171A-MA33.50 
MRF173 
MRF173-MA 
MRF173CQ 
MRF 174 
MRF174-MA 
MRF175GU 
MRF175GV 
MRF175GV-MA 
MRF176GU 
MRF176GV 
MRF206 
MRF207 
MRF208 
MRF212 
MRF220 
MRF221 
MRF221 MP 
MRF222 
MRF224 
MRF224 MP 
MRF226 
MRF227 
MRF229 
MRF231 
MRF232 14.95 
MRF233 15.95 
MRF234 Call 
MRF237 720 
MRF 237 8.95 
MRF238 16.25 
MRF239 16.60 
MRF240 Stud 19.90 
MRF240 MP 42.90 
MRF240A Flange 23.90 
MRF240A MP49.80 


485.00 
950.00 
300.00 
475.00 
19:25 
29.95 
79.00 
45.00 


66.95 
34.90 
49.95 
79°09 
52.00 
139.90 
210.00 
169.00 
169.90 
169.90 
1g95 
209 
21.90 
34.95 
19.93 
17.95 
42.00 
19.90 
2995 
65.00 
32.90 
12.95 
14.90 
19.90 


QUANTITY PRICING AVAILABLE 


MRF316 
MRF316 MP 
MRF317 
MRF317 MP 
MRF321-MA 
MRF321 
MRF321-MA 
MRF323 
MRF323-MA 
MRF325 
MRF326 
MRF327 
MRF327 MP 
MRF328 
MRF329 
MRF331 
MRF338 
MRF392-MA 
MRF401 
MRF406 
MRF406 MP 
MRF412 LB 
MRF412 MP 
MRF421 
MRF421 MP 
MRF421 MQ 
MRF422-MA 
MRF422 HB 


MRF422 HB MP 
MRF422 LB MP 


39.00 
86.00 
89.90 
190.00 
32.95 
35.95 
34.95 
35.95 
32.90 
79.90 
75.00 
49.90 
109.90 
59.00 
64.00 
19.50 
88.75 
105.00 
15.50 
23.93 
52.00 
14.50 
49.90 
44.95 
96.60 
198.00 
36.00 
54.95 
119.00 
127.00 


(Org/Yellow Kenwood) 


MRF426 
MRF426-MA 
MRF426 MP 
MRF426A 
MRF427 
MRF428-MA 
MRF428 


MRF428 MP-MA 


MRF429 
MRF429 MP 
MRF429 MQ 
MRF433 
MRF433 MP 
MRF433 MQ 


39.90 


83.00 
29.95 
59.00 
68.50 
74.00 
149.00 
46.00 
125.00 
256.00 
2a EIS 
46.00 
100.00 


MRF455 MQ 
MRF455 M/8 
MRF455A 


MRF455A MPCall 


MRF458 
MRF458 MP 
MRF458 MQ 
MRF460 
MRF460 MP 
MRF464 
MRF464 MP 
MRF466 
MRF466 MP 
MRF475 
MRF475 MP 
MRF476 
MRF476 MP 
MRF477 
MRF477 MP 
MRF479 
MRF479 MP 
MRF485HB 


MRF485HB MP 
MRF485LB MP 
(Org/Yellow) 


MRF486 
MRF492 
MRF492 MP 
MRF492 MQ 
MRF492A 


130.00 
260.00 
Call 


19.50 
45.00 
90.00 
18.00 
39.90 
38.00 
84.00 
36.00 
79.80 

8.50 
21.50 
WORE 
34.90 
29.95 
66.00 
18.00 
44.90 
23.95 
53.90 

Call 


Call 
26.95 
59.95 

118.80 
21.95 


MRF492A MP49.90 


MRF497 
MRF497 MP 
MRF502 
MRF515 
MRF517 
MRF6521 
MRF531 
MRF544 
MRF545 
MRF553 
MRF553 
MRF555 
MRF555 
MRF557 


34.93 
74.90 
1.95 
A205 
9.0 
9.90 
3.95 
8.29 
4.95 
4.25 
2.95 
3.55 
3.25 
4.95 


19.75 
33.00 


MRF660 
MRF752 
MRF754 29.90 
MRF837 5.95 
MRF839 Call 
MRF839F 35.00 
MRF841 36.00 
MRF843 39.90 
MRF843F 49,90 
MRF844 49.90 
MRF846 69.93 
MRF847 39.90 
MRF858 39.93 
MRF859 49,93 
MRF873 37.73 
MRF891 38.93 
MRF892 42.50 
MRF897 72.00 
MRF898 79.80 
MRF901 1.95 
MRF904-MSC3.00 
MRF911 

MRF9S51 

MRF966 
MRF1015MB 
MRF1090MA 
MRF1150MA 
MRF1150MB 
MRF1946 
MRF1946A 21.50 
MRF2628 33.00 
MRF5003 Call 
MRF5007 32.00 
MRF5015 34.90 
MRF5943 2.95 


9.90 
3.60 
5.93 
53.90 
49.50 
42.50 
59.90 
21.50 


HB — High Beta 

LB — Low Beta — 

MP — Matched Pair 
MQ — Matched Quad 
-S — Trim Leads 


SRF3627 
SRF3653 
SRF3653 MP 
SRF3653 MQ 
SRF3662 
SRF3662 MP 
SRF3749 
SRF3749 MP 
SRF3749 MQ 


14.95 
32.00 
68.00 
138.00 
39.95 
85.00 
Call 
Call 
Call 


SRF3775 /MRF455 19.95 


SRF3775 MP 
SRF3775 MQ 


44.00 
88.00 


SRF3795 /MRF454 26.00 


SRF3795 MP 
SRF3795 MQ 


56.00 
112.00 


SRF3800 /MRF492 21.95 


SRF3800 MP 
SRF3800 MQ 
SRF3839 
SRF3839 MP 
SRF3840H 
SRF3841H 
SRF3883 
SRF3897 


SRF3927 
SRF3977 
SRF7000-90 


46.90 
94.80 
15.00 
33.00 


27.40 
32.95 
use MRF248 


24.90 
29.95 
Call 


SRF7000-90 MP Call 
SRF7000-90 MQ Call 
SRFH1900 use MRF260 


TP3022B 
TPV8100B 


59.00 
Call 


All parts on this page 
manufactured by 


Motorola unless noted 
otherwise: 


APT— Advanced Power 
MA — MA/COM 
MSC — Microsemi 


Trimmed Leads are new parts which have been 
prepped for PC board insertion. 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 2004 


Part # 
2N174 
2N174A 
2N277 
2N396A 
2N457A 
2N538A 
2N681 
2N685 
2N686 
2N690 
2N697 
2N706 
2N918 
2N930 
2N1305 
2N1358 
2N1522 
2N1523 
2N1545 
2N2102 
2N2219A 
2N2222A plastic 
2N2222A metal 
2N2369A 
2N2708 
2N2740 
2N2857 MSC 
2N2857 
2N2905 MEV 
2N2905A = ST 
2N2905A MOT 
2N2907 plastic 
2N2907A metal 
2N3019 
2N3055 
2N3056 
2N3252 
2N3375 
2N3375 
2N3439 
2N3440 
2N3501 
2N3553 
2N3553 
2N3553 
2N3563 
2N3565 
2N3616 
2N3632 
2N3634 
2N3635 
2N3644 
2N3646 
2N3702 
2N3740 
2N3771 
2N3772 
2N3773 
2N3819 
2N3820 
2N3822 
2N3822 
2N3866 
2N3866 
2N3898 
2N3903 
2N3904 
2N3906 
2N3926 
2N4033 
2N4036 
2N4048 
2N4123 
2N4124 
2N4125 
2N4222 
2N4234 
2N4342 
2N4392 
2N4401 
2N4402 
2N4403 
2N4416 A 
2N4427 
2N4427 
2N4427 
2N4427-ST 
2N4906 
2N5031 
2N5036 


QUANTITY PRICING AVAILABLE 


CASE 317D-02 


CASE 319-06 
STYLES 1,2,3 (CS-12) 


CASE 333-04 
STYLE 1 


ee 
CASE 333A-02 
STYLE 1 (MAAC PAC) 


ES 


CASE 368-02 
STYLES 1, 2 (HOG PAC) 


<2 


CASE 375-03 


U 
CASE 382-01 
STYLE 1 


oy 


CASE 397-01 
STYLE 1 


SS 


CASE 412-01 
STYLE 1 


a 


CASE 744a-01 
STYLE 1 


MINIMUM ORDER: $25 


MISC. TRANSISTORS 


Part # Net 


2N5090 $29.90 
2N5109 MSC 5.95 
2N5109 MOT Call 
2N5109N MSC 3.25 
2N5172 75 
2N5179 3.35 
2N5179 MSC 1.95 
2N5189 2.70 
2N5194 1.70 
2N5225 1.95 
2N5320 2.15 
2N5400 50 
2N5446 = scr_~—«'16.50 
2N5458 JFET ‘1.75 
2N5484 1.10 
2N5486 1.10 
2N5566 dual JFET 8.95 
2N5589 27.95 
2N5590 27.95 
2N5591 27.95 
2N5639 1.60 
2N5640 1.60 
2N5641 Call 
2N5641 Call 
2N5642 Call 
2N5642 Call 
2N5643 Call 
2N5643 22.50 
2N5643 Call 
2N5646 16.95 
2N5685 Call 
2N5686 8.95 
2N5882 Call 
2N5886 Call 
2N5885 9.90 
2N5913 3.75 
2N5944 19.95 
2N5945 24.95 
2N5946 24.95 
2N5947 14.95 
2N5961 95 
2N6035 2.65 
2N6037 2.25 
2N6038 2.25 
2N6044 2.00 
2N6045 1.80 
2N6051 6.95 
2N6055 7.90 
2N6057 4.20 
2N6080 16.95 
2N6081 21.95 
2N6082 21.95 
2N6083 16.95 
2N6084 16.95 
2N6084 MP 37.50 
2N6094 PNP 4w Call 
2N6095 PNP 15w Call 
2N6095 MP PNP Call 
2N6096 PNP30w Call 
2N6096 MP PNP Call 
2N6102 2.95 
2N6107 2.25 
2N6166S Moto 

79.95 
2N6167 —scr_—‘'11.95 
2N6179 1.10 
2N6199 B25-28 
2N6214 9.80 
2N6233 4.75 
2N6236 60 
2N6255 6.60 
2N6258 7.50 
2N6286 6.80 
2N6292 1.95 
2N6307 8.90 
2N6316 7.95 
2N6340 8.90 
2N6354 8.90 
2N6386 2.90 
2N6387 1.05 
2N6427 1.90 
2N6439-MA MAICOM 49.95 
2N6455 MP 49.00 
2N6456 29.95 
2N6505 4.25 
2N6545 
2N6552 2.65 
2N6558 2.85 
2N6660 4.35 
2N6668 3.80 


Part # 
2N6849 
2N6986 
3N153 MFET 
3N204 
3N211 
3N212 
3N213 
3N246 
8T64A 
ATF10135 MMIC 
ATF21186 
AT41485 


$17.50 


Call 
8.95 
6.85 
6.85 
8.95 
8.95 
5.20 
1.95 


Call 
Call 


A50-12 stud use MRF453A 


B2-131 @ 
B25028 

B25-28 

BF90 

BF966S 

BF980 

BFG96 

BFR90 

BFR91 Moto 
BFR91A ___‘~ Philips 
BFR-96 

BFY-90 MSC 
BLF145 
BLF147 
BLF175 
BLF177 
BLF242 
BLF244 
BLF245 
BLF246 
BLF246B 
BLF248 
BLF278 
BLW77 
BLW78 
BLX14 
BLY87C 
BLY89C 
BLYSOCF 
BLY93C 
BSX-20 
BUV26 
BLU98 
BLV101A 
BLW60CF 
BU911 
BY1-1Z 
CF300 
C12-12 
CD1601 
CD2097 
CD2545 @ 
CD3425 
CD3439 


Philips 


21.90 
25.00 
24.90 
2.15 
4.95 
1.00 
Call 
1.25 
3.95 
3.45 
2.75 
2.15 
39.50 
64.50 
37.50 
59.95 
Call 
29.95 
35.95 
Call 
43.95 


169.95 
129.95 


39.50 
42.00 
27.00 
Call 
Call 


47.50 
2.35 
2.95 


use MRF581 


Call 
19.00 
1.95 
10.50 
5.95 
24.30 
Call 
14.95 
25.00 
26.25 
26.25 


CD3495 Atlas Mod avail. 


CD3544 
CD4831 
CD5512 
CD5590 
€D7012 
CM40-12 
CRN4 
D304 
D45H2 
DX541CF 
DU2860T 
DU2880T 
DU28120T 
DU28200M 
DU1260T 
ECG259 
ECG340 
F2012-1 
HPMA-2086 
IRF140 
IRF510 
IRF521 
IRF540 
J110 
J113 
J174 
J309 
J310 
J03020 
J03055 
MA4P959 
MAC10-1TRIAC 


Polyfet 


29.50 
13.95 
19.95 
14.95 
24.50 
30.25 
2.95 
Call 
2.80 
38.00 


1.49 
4.95 
Call 
Call 
5.95 
1.95 
2.00 
4.50 
1.45 
1.30 
1.25 
95 
1.25 
33.00 
35.00 
2.50 


Part # 
MCR225 © scr 
MFE201 
MFE204 
MGA87563 HP 
MGF1302 
MGF1303B 
MGF1402 
MGF1501 
MGF4319G 
MGF4919G 
MJ3000 
MJ4033 
MJ11012 
MJE180 
MJE370 
MJE521 
MJE801 
MJE3055 
MJE3055T 
MPF102 
MPS204 
MPS911 
MPS918 
MPS2369 
MPS2907A 
MPS3563 
MPS3638 
MPS3703 
MPS3711 
MPS3866 
MPS6514 
MPS6515 
MPS6519 
MPS6531 
MPS6534 
MPS6544 
MPS8099 
MPS8599 
MPSA06 
MPSA13 
MPSA14 
MPSA42 
MPSA55 
MPSA63 
MPSA92 
MPSA112 


MPSD54 @ ECG232 


MPSHO4 
MPSH10 
MPSH32 
MPSU04 
MPSU45 
MPSU57 
MPX093 
MS1307/MPS1307 
MS1649 MSC 
MS2907A 
MSA-0785 
MSA-1104 
MSA-1105 
MSA-3111 
MUR3O6O0PT 
NE32184A 
NSD102 
NTE318 
NTE320 
NTE333 
NTE335 
NTE338 
NTE338F 
NTE351 
NTE352 
NTE356 
NTE359 
NTE478 
P124-401 
P125 Polyfet 
PN2222A 
PN2905 
PN2907 
PN2907A 
PN3643 
PS2505-1ND Opto 
PT5767 
PT6619 @ 
PT8809S 
PT8828 
PT8873 
PT8874 
PT9731 


$4.35 


7.95 
3.95 


4.70 
9.50 
14.95 
8.95 
4.95 
4.95 
3.05 
5.35 
7.25 
1.80 
60 
1.80 
1.90 
5.93 
1.80 
1225 
4.95 
2.90 
45 
60 
60 
1.95 
1.60 
60 
50 
2.25 
65 
50 
1.60 
+215) 
1.60 
95 
95 
AQ 
40 
A0 
Ad 
A0 
.50 
60 
40 


40 
70 
1.80 
2.30 
1.95 
2.25 
1775 
4.95 
4.25 
.60 
Call 
Call 
Call 
Call 
Call 
8.95 
3.95 
31.88 
28.60 
25.30 
34.35 
31.24 
37.66 
27.79 
68.32 


27.64 


19.95 
Call 
40 
A5 
30 
35 
95 

69 

19.95 
Call 

18.00 

19.70 

12.00 

19.50 

30.00 


Part # Net 
PT9732 $22.50 
PT9733 F 19.50 
PT9734 28.00 
PT9754 24.00 
PT9783 MP 87.00 
PT9784 22.00 
PT9784 MP 49.00 
PT9847 MP 57.00 
PT9852 22.75 
a100C 35.00 
Q400E3 1.70 
RCA3055 1.20 
RCA40312 

RCA40602 MOSFET 5.93 
RCA40673 MOSFET 6.93 
RCA8203A 2.75 
RF35 23.00 
RF120 Call 
RF208 14.00 
RFP25 17.95 
RF2092 Call 
RF2123 Call 
RF2124 Call 
RF2171 mir Gall 
RF3437 Call 
SE4020 1.45 
$10-12 Call 
$50-28 25.00 
$70-12 18.75 
$100-28 MP 89.25 
$504 21.23 
$2800A SChopm 2230 
$D1006-7 2.00 
$D1006-11 2.90 
$D1012-4 14.74 
$D1013-3 19.90 
$D1015 Call 
$D1018-6 23.90 
$D1019 Call 
$D1077 12.60 
$D1089 26.00 
$D1115-7 14.80 
$D1127 MSC 4.00 
$D1134-1 14.80 
$D1143 Stud 24.45 
$D1143-1 Flange 24.95 
$D1214 14.95 
$D1229 12.00 
$D1272 Call 
$D1289 Call 
$D1295 37.90 
$D1359 2.95 
$D1400-2 Call 
$D1400-3 Call 
$D1405 21.00 
$D1405 MP 49.50 
$D1407 31.00 
$D1407 MP 69.90 
$D1415 25.00 
§D1420-6 Call 
$D1424 88.00 
$D1428 34.45 
$D1428 MP 79.90 
$D1428-2 Call 
$D1429-3 37.70 
$D1429-3 MP 82.00 
$D1434 
$D1434 MP : 
$D1444 MSC 4.35 
$D1446 12.25 
$D1446 MP 29.50 
$D1446 MO 59.00 


S$D1460 Matched Pair 


For FM Broadcast 
Transmitters. 


Our Price: $140/Pair 


Phone, Fax or e-mail 
_ Phone: Oe 


Part # Net 
$D1446 M8 $118.60 
$D1450 44.00 
$D1451 @ Call 
$D1452 @ Call 
$D1459 @ Call 
$D1460 62.00 
S$D1460MP 140.00 
$D1470 89.90 
$D1477 39.95 
$D1477 MP 89.90 
$D1487 use SRF3662 
$D1900 Call 
$D1902 Call 
$D1912 Call 
$D1920 Call 
$D4590 Call 
SE4020 1.45 
SE5025 1.55 
SM2718 4.00 
$0565J 8.75 
TIC106B1 1.80 
TIP29A 55 
TIP29C 55 
TIP30C 1.65 
TIP31 65 
TIP31A 65 
TIP31B .65 
TIP31C 15 
TIP32A,C 95 
TIP32B 1.15 
TIP33A,B,C 2.65 
TIP34B 1:25 
TIP35B 3.15 
TIP35C 3.15 
TIP41A,B,C 65 
TIP42 65 
TIP42B 65 
TIP42C 65 
TIP47 1.80 
TIP49 1.00 
TIP50 1.80 
TIP100 1.80 
TIP102 1.40 
TIP106 1.90 
TIP107 70 
TIP110 1.40 
TIP111 (ek 
TIP112 95 
TIP117 1.10 
TIP120 1.10 
TIP121 1.00 
TIP122 ahi) 
TIP125 80 
TIP127 70 
TIP141 2.70 
TIP 142 2.20 
TIP 147 2.90 
TIP3055 3.65 
TIPL760 5.60 
TRF559 475 
TXL-50 12.85 
TXL-60 12.35 
TXL-125 19.50 
U309 Moto 3.95 
Z0-28 15.00 
6191P3 GE 23.00 
632P1 GE 45.00 
4163P1 GE 23.00 
301-695-5 18.00 
301-696-6 ay 
301-733-4 18.00 
5490810 PNP GE MsrPro 12.95 


3 - emai biove lies 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 CATALOG 2004 


POPULAR JAPANESE TRANSISTORS 


Part # Net Part # Net Part # Net Part # Net Part # Net Part # Net 

2SA310 cys 2SC784R $ 50 2SC2097-H MP $67.90 280281215 $ 60 2803772 $1.50 2SK104 $2.00 

2SA473 93 2SC789 1.75 2802099 31.50 2SC02814F4 55 2803781 1.65 2SK117 2.00 

2SA562 A5 2SC790 1.15 2S02103A 35.95 2SC2814F5 90 2803783 3.60 2SK118 2.00 

2SA5640 60 280799 5.33 2802106 ! 2802837 4.60 2SC3855-A 3.75 2SK125 4.95 aaa 
2SA564R A5 280828 A5 2802120 70 2802839 50 2SC03858-A 8.40 2SK128 2.00 T.31A 
2SA608 A5 280839 A5 2802131 5.70 2802878 60 2803883 4.45 2SK135 Call 

2SA683 75 2sc¢900 80 2802132A 39.95 2802879 15.95 2SC03887-A 4.45 2SK161-0 2.00 

2SA695 75 280904 : 2802133 184.80 2SC2879 MP 35.90 2S03963-Y 1.65 2SK161GR 2.00 

2SA719 45 280923 1.90 2802163 42.30 2802879 MO 71.80 2803907 3.95 2SK168 2.00 

2SA733 60 2sc941 75 2SC2166C 1.30 2SC2879 Mi8 ‘143.60 2803954 1.60 2SK170-V 2.00 

2SA738 1.20 2SC945A0 35 2802178 27.00 2SC2879 MI16 287.20 2804053 2.90 2SK184Y 2.00 ff 

2SA798 85 2SC946P : 2802181 41.65 see page 5 for qty. price 2804058 5.25 2SK185 3.75 

2SA904 93 28C991 @ ; 2802199 9.95 2802885 3.50 2804123 6.05 2SK187-D 1.75 ee ee ot: 
2SA923 : 280998 9.40 2802221 8.25 2802898 6.85 2804167 19.90 2SK192A 1.70 a” 
2SA934 65 2SC10006R 75 2802230 1.25 2802899 4.25 2804200 5.95 3SK195 2.95 

2SA965A 65 2801011 : 2SC02230-AY 1.25 2802904 29.75 2804236 6.55 2SK209 Call 

2SA966 95 2801012 2.93 2S02230-GR 1.25 2802904 MP 64.50 28C4237-T 7.50 2SK210-GR 2.00 

2SA968-Y 1.65 2801014 65 2802230-Y 1.25 2802905 31.55 2804240 28.95 2SK241-GR 2.00 

2SA983K 1.70 2801030 3.50 2802233 2.60 2SC2905 MP 69.80 2804242 3.35 2SK241Y 2.40 

2SA984 60 2801034 14.65 2802235 80 2802907 2.93 2804310 6.85 2SK301 2.00 

2SA985 1.40 2801047 50 2802236 1.95 2802909 50 2S04381-Y 3.10 2SK302GR 2.50 CASE 79-05 
2SA999 90 2801061 1.95 2802237 11.30 28C2915 155.70 2804547 2.20 2SK302-Y 2.50 STYLES 5,7 (TO-39CE) 
2SA1012 89 2801096 1.25 2802238-Y 1.65 2802932 20.95 2SC4728 (s) 3.95 2SK324 10.85 

2SA1013 75 2801122A 19.93 2802245 7.80 2802933 27.35 2804742 4.45 2SK330 2.00 

2SA1015 50 2801141 : 2SC02258 1.55 2802936 11.80 2804744 5.95 2SK408-01 12.95 

2SA1048 GR A5 2801165 2.95 2802274 55 2802954 5.95 2SC4770 5.95 2SK507 3.20 

2SA1102 3.75 2801172 2.45 2802281 27.20 2SC2966Y , 2804977 6.95 2SK508L 2.00 

2SA1104 2.75 28C01172B 4.95 2S02283K 13.90 2802983 1.65 2804989 46.90 2SK520L 5.85 

2SA1115Y 50 2801173 2.55 2S02284A 21.75 2802985 5.60 2805125 Call 2SK623 8.00 Case Vass 
2SA1115-11-E 40 2801213 50 2802287 } 2802988 4.65 2SD235Y 2.25 2SK727 7.70 STYLE1 —_(.380” STUD) 
2SA1121 50 28C1306 @ Call 2802289 19.93 2SC2996Y 90 2SD313E 1.35 2SK790 6.25 

2SA1152 75 28C1307 | @ Call 2802290 12.75 2SK2999 2.95 2SD355E 2.75 2SK791 5.43 

2SA1154 80 28C1308K 3.75 2802290 MP 29.50 2803001 24.95 2SD471L 15 2SK792 5.10 

2SA1179 M6 1.25 2801316 9.50 2SC2290 MQ 59.00 2803019 4.95 2SD535 6.95 2SK793 6.25 

2SA1207-T 65 2801345 55 2802290 M8 118.00 2803020 19.75 2SD596 90 2SK794 5.90 

2SA1215 5.50 2801359 50 see page 5 for qty. price 2803021 15.25 2SD613 1.40 2SK933 1.95 

2SA1244 1.95 2801383 65 2862299 s 2803022 16.45 2SD633 1.20 2SK1082 14.40 Sg 
2SA1282 1.10 2801419 3.93 2802307 5.20 2803026 7.95 2SD637 50 2SK1087 9.25 Wy 
2SA1286 1.25 2801424 4.45 2802312 3.10 2803039 1.45 2SD717 2.93 2SK1088 9.95 EASE 145A0 
29A1301-0 3.93 2801445 7.40 28C2312 MP 11.90 2803042 3.50 2SD797 4.05 2SK1113 2.65 STYLE1 _ (,500” STUD) 
2SA1302-0 5.93 2801449 1.40 28C2314E 1.25 2803055 ; 2SD822 2.95 2SK1117 3.95 

2SA1348 65 2801475 65 2802329 8.35 2SC3071 65 2SD837 1.80 2SK1118 3.60 

2SA1356Y 1.25 2801518 90 2SC2330A : 2SC3101 11.35 2SD856 1.00 2SK1169 9.95 

2SA1386 5.50 28C1571G 55 2SC2330-0 1.95 2803102 45.60 2SD880 95 2SK1191 13.95 

2SA1406 4.95 2801583 1.83 2802347 90 2803103 25.40 2SD892 65 2SK1358 7.75 

2SA1475 1.10 2801589 8.93 2802353 2.60 2803104 18.95 2SD1012 50 2SK1530 6.90 

2SA1491 3.93 2801623 85 2802379 37.95 2803105 91.70 2SD1046 2.65 2SK1575 : © 

2SA1492 4.90 2801674L 1.13 2802381 49.95 2803121 1.95 2SD1047 3.50 2SK2973 4.35 

2SA1494 8.90 2S01675K 1.50 2802383 1.85 2803133 7.10 2SD1060 85 2SK2974 7.90 GASE 211-07 
2SA1667-Y 3.30 2SC1678 2.73 2802393 ; 28C3133 MP 19.50 2SD1061 2.40 2SK2975 13.00 STYLES 1, 2 (.380” FLANGE) 
2SA1736 1.09 2801729 17.95 2802395 30.95 2803135 2.00 2SD1117 6.95 2SK2596 ; 

2SB435 1.75 28C1730L 60 28C2395 MP 66.90 283139 50.70 28D1134 1.70 3SK39 2.40 

2SB4960 3.20 28C1756 80 2SC2458Y 50 2803140 99.90 28D1159 1.50 3SK40 use 40673 a 
2SB511 1.35 28C1757K 1.49 2802462 AS 2803140 MP 249.90 28D1192 1.95 3SK45 2.70 aiey, 
2SB525-D 1.93 2801815 50 2802494 27.95 2803147 38.35 2SD1193 3.55 3SK63GR 4.93 LOD 
2SB560 55 2801826 1.20 2802498 1.95 2803148 3.90 2SD1225M 1.75 3SK72 2.93 (LED 
2SB564 69 2801844 99 2802508 42.90 2803150 2.10 2SD1229 2.70 3SK73GR 2.93 es 

2SB596 3.25 2801906 50 2802509 Call 2803152 2.35 2SD1267 95 3SK74L 2.93 eee 
2SB624 1.25 2801923 50 2SC2509 MP Call 2SC3180NR 3.10 28D1272 2.65 3SK74 KIM ; STYLES 1,2 (.500" FLANGE) 
2SB633 1.45 2S01944C 5.90 2802528 4.60 2803240 28.95 28D1279 6.65 3SK77GR 3.15 

2SB649 1.15 2801945 5.95 2802538 1.85 2803242 85 2SD1406Y 1.40 3SK78-GR 4.45 

2SB698 59 2801946 19.90 2802539 13.95 2803246 1.25 2SD1408-Y 2.85 3SK81 1.90 0 
2SB707 3.40 2SC1946A 12.95 28C2540 19.95 2803281 5.95 2SD1415 1.65 3SK85 2.95 

2SB754 1.75 2801947 4.75 2802555 2.30 2803298 1.30 2SD1427 3.90 3SK87 : 

2SB775 2.90 2801955 9.90 2802558 24.70 2S03314E 2.15 28D 1428 4.70 3SK97 

2SB810 65 2801957 1.75 2802559 38.90 2S03315C 1.95 2SD1432 4.95 3SK102 : 

2SB817 2.95 2SC1964A 21.90 2802570 1.25 2803337 1.55 2SD1554 3.83 38K113 2.95 

2SB822 1.55 2801966 15.85 2802579 3.73 2SC3345Y 3.25 2SD1555 4.25 3SK121Y 4.93 Chee Dead 
2SB863 2.95 2801967 23.75 2802586 6.95 2803355 1.60 2SD1556 4.25 3SK125 = STYLES 1,2 (TO-220AB) 
2SB909M A5 2SC1968A 19.95 2802591 1.30 2803356 1.20 2SD1650 3.30 3SK129 Call 

2SB951 1.55 2801969 2.50 2SC2603 95 2803357 3.95 2SD1667 2.25 3SK140Y Call 

2SB1135 1.95 2801970 2.10 2802609 , 2803369 3.95 28D1718 3.95 3SK142 0 4.45 

2SB1143 1.19 2801971 4.50 2802627 15.25 2803379 30.85 2SD1757-K 1.55 3SK174 4.90 

2SB1163 6.45 2801972 10.45 2802628 27.75 2803398 1.10 2SD1877 5.15 3SK175 ; 

2SB1182 1.09 2801972 MP 26.90 2802630 19.95 2803399 69 2SD1887 2.95 3SK177 1.75 

2SB1302-S 6.95 2801973 Call 2802638 28.30 2803402 50 2SD1902 1.50 3SK185 

280320 ; 28019750 4.23 2SC2640 21.90 2803404 14.45 2SD2125 5.60 3SK195 2.95 

280385 1.95 2801978 ; 2802641 21.20 2803419 1.95 CASE 244-04 
280451 3.30 2801986 2.95 2802642 39.90 2803421 95 JFET/MOS-GAS FET LOW NOISE GAS FET | styies1,3,4 (280° STUD) 
280458 50 2802026 95 2802643 33.95 2803461 5.15 BF966S $4.95 3SK121Y $4.93 

2SC460 50 2802028 2.45 2802644 1.20 2803519 5.30 C300 7.40 3SK140Y 4.95 

280495 1.00 2802029 5.95 2SC2668 OY 1.23 2803537 34.95 28J430 1.45 BF966S 4.95 

280496 1.00 282053 95 2802673 65 2803538 Call 2SJ106-GR 1.19 BF980 1.00 : 
2SC508 4.85 2802055 1.90 2802694 48.80 2803541 Call 2$J210 3.30 CF300 5.95 

2SC535C 50 2802056 8.85 2SC2694 MP 107.80 2803544 3.35 2SK19 2.00 MGF1302 4.70 

280536 50 2802058 60 2802695 31.75 2803606 ; 2SK23A 2.00 4/18.00 

2SC681 4.95 2802068 13 2802705 1.10 2803628 32.65 2SK30 2.00 MGF1303B 9.50 Bice Sasi 
280703 : 282075 2.43 2802712 75 2803638 9.70 2SK33 2.00 MGF1402 14.95 pas 
280710 2.25 2802076 1.20 2802714Y 1.25 2803653 1.10 2SK34 Call MGF1501 8.95 ae 
280730 5.55 2802078 2.75 2802724 85 2SC3656 55 2SK40 2.00 MGF4919G 5.95 LQ a 
280731 8.93 2802081 16.90 2802782 31.75 2803657 5.75 2SK44C 2.00 MRF966 5.93 > « 
280741 5.90 2SC2086D 1.20 2802782 MP 70.50 2SC3661 1.95 2SK48 2.95 NE25137/3SK174 4.90 = 
2SC756 2.35 2802087 : 2802783 - 41.95 2SC3678 5.75 2SK54 2.00 NE25139/3SK177 3.75 

2SC763 75 2802091 90 2SC2783 MP 89.00 2SC3688 6.70 2SK61 2.00 NE32184A 5.95 

2SC776/ECG195A 8.95 2802094 14.95 2802785 65 2803750 3.95 2SK74L 1.95 NE41137. use 3SK174 CASE 317-01 
280778 2.95 28C2097-H 29.95 2802786 80 2803771 3.95 2SK103M 1.95 STYLE 2 (MACRO) 


MP=Matched Pair MQ=Matched Quad 
QUANTITY PRICING AVAILABLE 8 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 2004 


Part # 


706BPC 
74HC139 
78MO08CG 
78MO08HC 
7905C 
7906C 
AN103 
AN2140 
AN240P 
AN374P 
AN612 
AN829/P/S 
AN1324 
AN6541 
BAS01 
BA521 
BA10324A 
BA5404 
CA3018 
CA3020 
CA3028 
CA3081 
CA3081N 
CA3083N 
CA3085 
CA3086N 
CA3094T 
DS88570 
DTA124EK 
CX7925B 
HD14093BP 
ICM72071PD 
1CM7208 
IR2429 
LA1260 
LA1266 
LA2110 
LA3401 
LA3600 
LA4140 
LA4160 
LA4165M 
LA4180 
LA4192 
LA4440 
LA4446 
LA4460 
LA4465 
LA4480 
LA4508 
LA4510 
LA4555 
LA4557 
LA4705 
LA5521 
LA7210 
LA7330 
LA7520 
LA7550 
LA7800 
LA7801 
LA7820 
LA7824 
LA7837 
LA7850 
LA7910 
LA7912 
L€7120 
L€7130 
107131 
LC7132 
LC7137 
LM34CZ 
LM301A&P 
LM304H 
LM308AN 
LM310J 
LM311N 
LM317T 
LM319N 
LM320K-5.0 
LM3207T12 
LM324AN 
LM330T 
LM334Z 
LM335Z 
LM336Z 
LM340K5.0P 
LM340T-5.0 
LM340T12 
LM345K5.0 
LM348N 
LM358N 
LM361N 


see MC7905 
see MC7906 
2.00 


11.95 
21.95 
5.90 
2.25 
4.25 
3.55 
3.05 
1.65 
1.10 
2.05 
4.55 
1.65 
3.00 
3.95 
3.65 
4.60 
3.05 
4.55 
3.45 
ets 
2.05 
SB 
4.90 
1.30 
3.00 
5.45 
4.00 
3.60 
2.90 
2.10 
2.80 
3.00 
2.85 
4.30 
1.20 
1.25 
3.00 
5.45 
5.35 
3.50 
4.25 
7,45 
1.80 
3.75 
3.30 
4.45 
3.15 
1.95 
3.20 
2.25 
1.60 
1.45 
1.95 
2.30 
2.70 
6.90 
5.95 
3.75 
1.50 
5.95 
2.45 
-95 
1.95 


Part # Net 
LM373N $6.93 
LM380N 1.95 
LM380-5 1.95 
LM380N-8 1.95 
LM381N 5.25 
LM383T 2.15 
LM393N 80 
LM709CN 2.75 
LM711N 3.55 
LM723CH 3.05 
LM723CN 1.77 
LM733CN 1.40 
LM747CN 2.40 
LM748CH 3.30 
LM1458N 1.25 
LM1488N 1.40 
LM1489N 90 
LM1496N 4.50 
LM1741 1.30 
LM1871N 5.95 
LM1872N 5.95 
LM2902N 1.15 
LM3900N 2.20 
LM7915 2.55 
LM8560 2.95 
M4538BP 3.95 
M51182L 3.25 
M51516L 5.45 
M5223L 1.60 
M51953BL 2.30 
M54460L 4.20 
M54929P 13.00 
MB3713 3.45 
MB3756 9.95 
MB3759 95 
MB87001-P 
MC74HC139 95 
MC78LO5CP 50 
MC78LO8CP 50 
MC78L12CP 50 
MC79LO5ACG 55 
MC79LO5CG 50 
MC79M12AHC 75 
MC1350P 3.15 
MC1496D 3.50 
MC 14966 6.45 
MC1496N 
MC1496P 1.75 
MC1723CP 95 
MC3350P 1.65 
MC3357D 2.75 
MC3357P 3.25 
MC3401-P 2.89 
MC3456P 3.20 
MC7805 (7805) 1.25 


MC7805CK (TO-3) 2.95 
MC7808CT (7808) 1.25 
MC7809CT (7809) 1.25 
MC7812CT (7812) 1.25 
MC7815CT (7815) 1.25 


MC7906C (7906) 1.25 
MC7918CK (T0-3) 2.95 
MC14001UBCP .90 
MC14008BCP 2.90 
MC14016BCP 1.25 
MC14023BCP 15 
MC14071BCP 90 
MC14081BCL 1.25 
MC14163BCP 9.90 
MC145106P 3.50 
MC145145P 10.90 
MC145156 7.95 
MC145406P So) 
NE555 .60 
NE602N 7.95 
NJ11012 

NJM2902 1.85 
NJM2902M 1.85 
NJM2902N 1.15 
NJM2904L 1.85 
NJM2904M 1.85 
NJM3404AS 2.25 
NJM4558-L 2.95 
NJM4558M 2.95 
NJM4558-S E30 
NJM7809A use MC7809 
P125 Polyfet Call 
PH1819-10 Call 
PH1819-33 Call 
PH0810-4 Call 
PHO810-15 Call 
PH0810-35 Call 
PLLO2A 13.93 


QUANTITY PRICING AVAILABLE 


MINIMUM ORDER: $25 


IC e PLL e AUDIO « REGULATOR 


Part # 
PLLO2A-G 


PS2905-1ND opto 


RFP78P08 
RN1213 
SL560C 
SN74LS07 
$042P 
STK436 
STK573 
STK2110 
STK6325A 
STK6982 
STK6982H 
STK7308 
STK7348 
STK7358 
STK7573 
STR5412 
STR10006 
STR11006 
STR41090 
STR50103A 
STR50213 
STR53041 
STR54041 
STR58041 
STR59041 
TA75S01F 
TA78LOO6AP 
TA7061 
TA7061BP 
TA7089P 
TA7140BP 
TA7205AP 
TA7217AP 
TA7218-GL 
TA7222AP 
TA7227P 
TA7230P 
TA7232P 
TA7233P 
TA7241AP 
TA7242P 
TA7243P 
TA7245BP 
TA7250BP 
TA7251P 
TA7263P 
TA7273P 
TA7279P 
TA7281P 
TA7299P 
TA7302P 
TA7310P 
TA7313AP 
TA7317P 
TA7318P 
TA7320P 
TA7334P 
TA7341P 
TA7342P 
TA7344P 
TA7359P 
TA7403P 
TA7604AP 
TA7609P 
TA7611AP 
TA7613AP 
TA7628HP 
TA7628P 
TA7629P 
TA7640AP 
TA7641BP 
TA7644BP 
TA7654P 
TA76688BP 
TA7670P 
TA7672P 
TA7673P 
TA7680AP 
TA7691P 
TA7717AP 
TA7718P 
TA7719P 
TA7718P 
TA7748P 
TA7757P 
TA7758P 
TA7761 
TA7769P 
TA7777N 
TA7783P 
TA7796P 


Net 


$13.95 


69 
3.25 
1.20 

16.95 
1.85 
9.95 
8.80 
9.45 
9.45 
9.20 

13.95 
7.55 
5:95 
4.75 
5.25 
8.85 
5.45 
5.75 
9215 
6.25 
8.85 
8.75 
6.15 
5.85 
6.25 
7.05 
1.95 

#95 
1.40 
1.90 
3.90 
3.65 
2.90 
4.93 
4.40 
1.45 
4.15 
3.70 
4.13 
4.10 
4.55 
4.85 
4.90 
5.33 
4.70 
4.95 
4.95 
5.35 
4.75 
3.95 
3.95 
3.85 
1.50 
1.45 
2°38 
5.83 
1.50 
2.33 
1.70 
1.40 
2.15 
2.75 
2.25 
3.25 
4.45 
5.43 
2.70 
2.95 


3.35) 


3.93 
2.95 
Wes, 
6.75 
1.75 
2.05 
7.65 
4.35 
3.95 
5.55 
4.15 
4.75 
5.85 
4.45 
7.25 
3.85 
2.85 
2ah 
6.15 
2.50 
8.75 
3.95 
3.45 


Part # 


TA7809S 
TA8108AP 
TA8109AZ 
TA8110AP 
TA8113P 
TA8118AP 
TA8119P 
TA8126S 
TA8127N 
TA8135P 
TA8189N 
TA8202K 
TA8205AH 
TA8210AH 
TA8215H 
TA8215L 
TA8216H 
TA8217P 
TA8221AH 
TA8605N 
TA8607P 
TA8620P 
TA75902P 
TBA810P 
TBA810SH 
TC40H373 
TC4001BP 
1C4011BP 
TC4020BP 
TC4028BP 
TC4029BP 
TC4050BP 
TC4066BP 
TC4069UBP 
TC4071BP 
104511BP 
TC4518BP 
TC5032P 
TC5080P 
TC5081AP 
TC5082P 
TC9109BP 
TC9122P 
7C9123 
109125 
TC9130P 
7069142 
TC9147BP 
TC9148P 
TC9149P 
TC9150P 
TC9153AP 
TC9181 
TC9303AN0 
TD6102 
TD6111P 
TD6709N 
TD62004AP 
TD62551S 
TDA1905 
TDA2004R 
TDA3653C 
TL496CP 
TMS1024 


9.95 


UHICOO6/ECG1247 15.00 


uPA81C 
uPC151C 
uPC258C 
uPC2726 
uPC277C 
uPC358C 
uPC575C2 
uPC577H 


uPC1028H @ 


uPC1028HA 
uPC1181H 
uPC1182H 
uPC1185H2 
uPC1241H 
uPC1242H 


uPC1615G K 


uPC 16526 
uPC 16886 
uPC2726 
uPD858 
uPD861C 
uPD1913C 
uPD2819 
uPD2834C 
uPD4028 
uPD4094 
uPD4512 
uPD82C43C 


MP=Matched Pair 


MQ=Matched Quad 
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3.45 
2.95 
1.49 

Call 
1.39 
1.49 
5.95 
2.45 
5.95 
2.45 


12.93 
12.93 
12.43 


4.93 
4.93 
5.93 
9.95 
7.95 

Call 
8.95 
6.95 
5.50 
8.95 


14.95 


1.29 
3.55 
1.00 
6.65 


{ 
" TECHNICIAN ot 
SPECIALS 


5 
Pack 
$8.50 
12.25 

6.50 
15.00 


Part # 


28B754 
2501969 
28C2166C 
28023120 


5 
Pack 


Part # 


PN2222A (plastic 2N222A) 
2N2905 

2N3904 

2N3906 

TA7205AP 

TA7222AP 

TIP31A 

TIP31C 


7.00 
3.00 
3.50 


Some items may be in limited supply. 
Special prices subject to change without notice. 


HR2510 & HTX-100 
High Power Modification 


Reprint of the 1993 “73 Magazine” article giving 
full modification information for doubling output 
power using the MRF497 transistor is available. 
Reprint may be requested at no charge when placing a 
parts order. 


Bogus “SRF” Transistors 


We are aware of “remarked” transistors being passed 
off as genuine Motorola SRF part numbers. 


Motorola Select Grade Parts SRF3662, SRF3775, 
SRF3795 & SRF3800 were specially made to RF Parts 
Proprietary Control Specifications. As the Motorola 
factory assigned these part numbers only to RF Parts 
Company, the use of these “SRF” numbers by any other 
firm is prohibited. 


These remarked parts have not passed through 
Motorola's Quality Control organization. Thus, the 
customer is not getting the genuine product he is paying 
for. Also, test & “Matching” of these SRF numbers was 
only done at the RF Parts facility to RF Parts' proprietary 
quality control program. 


Transistor Data Sheets are available for most 


Power RF Transistors listed in our Catalog. 
Copy Charge $1/ea. 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


DIODES ¢ RECTIFIERS ¢ ZENERS 


Part # Net 
SPECIAL DIODES 
8TQ100 Schottky ; 
1N2929A 1.0. $13.90 
1N3595 Schottky 1.25 
1N5711 Schottky f 
1N5817M Schottky 1.95 
1N5819 Schottky 1.25 
1N6263 Schottky 1.25 
182076A 1.45 
18853 1.55 
1S$S70 E 
18885 2.95 
18S97 = Schottky 1.15 
18$101 Schottky é 
188108 ” use 1N6263 
188133 15 
188153 : 
188154 1.95 
188177 10 
188181 125) 
188184 1.25 
188187 90 
1S$S190 85 
188193 85 
188226 95 
188301 95 
1881587 75 

18V228 
BA182 2.19 
BA282 1.95 
MBR380 — Schottky : 
XZ064 use 1N4738A 
HER10 10 
HP5082-2810 Schottky 
HP5082-2835 Schottky 2.25 
4P4001B PIN 
4PH301 PIN 
HVU31 : 
MDOO3H PIN § 19.20 
MDOO7L PIN § 18.50 
MI301 PIN 3.00 
MI308 PIN 3.00 
MI402 PIN 3.25 
MI407 PIN 3.75 
MPN3404 PIN 95 
UM9415 PIN 9.75 
UM9401 PIN 5.95 
RLS135 PIN 3.50 
XB15A204 1.55 
XB15A308 1255: 
XB15A402 2.25 
XB15A407 2.95 
MV209 2.25 
MV1404 6.95 
MV2109 2.45 
MV2110 2.45 
MV2301 2.45 

VARISTERS 
NVS-03 HR2510/2600 3.95 
HSM88AS 1.40 
HSS-101 2.75 
STV-3H 4.20 
SV-03Y use SV-03YS 
SV-03YS 3.00 
$V0310 3.00 
DIODE-RECTIFIER 

1N21 $8.00 
1N21WE 15.00 
1N23G 15.00 
1N23WE ; 
1N34A 45 
1N38A/B .60 
1N55A .60 
1N60 1.00 
1N70 60 
1N87 1.00 
1N100 1.50 
1N198 10 
1N270 1.00 
1N281 1.00 
1N541 3.35 
1N914 .29 
1N914B 35 
1N916 70 
1N1183 30A 6.50 
1N1184A 30A 6.90 
1N1596R 6.90 


Part # Net 
1N2611 $ .50 
1N2637 HV 29.95 
1N3293R 22.00 
1N3491 3.85 
1N3491R 3.35 
1N3666 1.90 
1N4001/2/3 20 
1N4004/5/6 30 
1N4007 40 
1N4148 20 
1N4454 25 
1N4437 9.95 
1N4997 4.35 


1N5391 HCD 1.5A 50v .40 
1N5395 HCD 1.54 400v .50 
1N5401 3A 100v .25 
1N5402 3A 200v .25 
1N5404 3A 400v —.30 
1N5406 3A 600v —.30 
1N5407 3A 800v _—.30 
1N5408 3A 1Kv 35 
6A05 6A 50v .60 
P600K 6A 800v 80 


P600M 6A 1KV 1.00 
WO6M 1.5A 600v _—-1.00 
MBR3035PT 4.55 
MR751 7A 100v .90 
MR822 2.10 
MR1125 5.90 
MR2000SR 2.10 
UDB5 35.00 
10D10 use 1N5404 
Common PIN Diode 


Specifications are listed 
in the back of this Catalog 


ZENER DIODES 


250MW 
IN706A 56v $.35 
400 MW 
IN751A 5.1v $40 
IN752A 5.6 A0 
1N753A —-6.2v 40 
IN756A 8.2 40 
1N961B 40 
500MW 
1N5221 =24v $.70 
1N5227 2.6 10 
1N5230 4.7 70 
1N5234B  6.2v 10 
1N5239B 9.1 10 
1N5240 = 10 10 
1N5245B 15v 95 
1N5246B «16 /0 
1N5248B 95 
1W 
1N3826A 5.1v $ .90 
1N4729A 3.9v 90 
1N4730 = 3.9v 90 
1N4733A  5.1v 10 
1N4735 = -6.2v 10 
1N4736A  6.8v 10 
1N4738A 8.2 10 
1N4740 =: 10v 70 
1N4742A  12v 10 
1N4744 — 15v 10 
1N4746A  18v 10 
1N4747A 20v 10 
1N4751A 30v 10 
1N4755 = 43y 10 
1N4756A 45v 90 
1N4764A 100v 90 
3W 
1N4934 100v $1.00 
5W 
1N5333B 3.3v $1.45 
1N5338B 5.1v 1.45 
1N5349B 12 1.45 
1N5350B = 13v 1.45 
1N5353A =‘ 16v 1.45 
1N5355B18v 1.45 
1N5357A 20v 1.45 
1N5357B 20v 1.45 
1N5361 = 27v 1.46 
1N5362 = 28v 1.45 
1N5363B  30v 1.45 
1N5366B 39v 1.45 


QUANTITY PRICING AVAILABLE 


MINIMUM ORDER: $25 


BRIDGE RECTIFIERS 


CATALOG 2004 


Part # Net Part # Fig. Description Price 
5W continued 
1N5367B 43v $1.45 Mop eo 
3N246 2A, 50v 1.20 
1N5369B 51v 1.45 
1N5375B 82v 1.45 ae raitiage Tos 
1N5378B 100v 1.45 RS407 A 4A, 800v 2.00 
1N5386B 180v 1.75 MDA942A1 A 2.25 
an MDA942A-3 A 3.75 
MDA110A/ECG170 A 2.70 
1N2498A 10v $9.70 
IN2971A 75v 9.70 MDA210/3N259 A 2.75 
1N2984B 20v 9.70 R5202L B 2A, 100v 1.35 
1N2992B 39v 9.70 3N257 B 2A, 600v 1.35 
1N2999B 56v ‘9.70 PB66-B C 6A, 600v 1.95 
1N3005B 100v 9.70 KBPC10-06DW G 10A, 600v 2.50 
1N3008B 120v 9.70 KBPC25-02 D 25A, 200v 2.50 
1N3015A 200v 9.70 MB35005 D 35A, 50v 4.75 
INS996A 5.1v 9.70 MDA3500 D 35A, 50v 3.95 
IN3999A 6.8v 9.70 MDA3501 D 35A, 100v 3.95 
50 W MDA3502 D 35A, 200v 3.95 
RFP5244A 5.6v $13.95 KBPC35-08 D 35A, 800v Call 
1N2805A 7.5v 16.95 EFF15C F 100/130A, 240VAC 47.70 
ys ste ne DD25-F160 G 25A, 1600v 8.95 
V 1/2 Bri 
TNO Tha omelbeb as ridge / Voltage Doubler 
1N2832B 56v 19.95 
1N2837B 91v 19.95 
1N3305B 6.8v 13.95 
1N3306B 7.5v 13.95 
1N3307B 8.2v. 13.95 
1N3308B 9.1v 13.95 
1N3309B 10v 13.95 
1N3311B  12v 13.95 
1N3314B 15v 13.95 
1N3315B 16v 19.95 
NTE527AK 51v 19.95 
1N3340B 100v 19.95 
1N3350B 200v 19.95 
1N4559B 4.7v 15.95 
56-609 use 1N2806A 
1N2800 series are T03 FE 
Zener Mounting 
Hardware available if 
required. 
Sold separately. 
Ask when ordering. 
For the 
most current 
product & pricing 
information, 
please see our 
online Catalog: 2 


www.rfparts.com 


TAYLOR 866A SOLID 
STATE REPLACEMENT 


FEEDBACK MOD KIT 


for Solid State amps 


Add negative feedback to transmitters and amplifiers 
that was omitted by factory. Pride, Palomar, Atlas, 
Heathkit, etc. Instructions included. 


Part #: NFB2 $3.00 ea. 
Part #: NFB4 6.00 ea. 


5490810 PNP POWER SUPPLY 
SWITCHING TRANSISTORS 


2 transistor amp 
4 transistor amp 


¢ High Efficiency 
e Reduced Heat 
¢ Long Life 


GE Master Pro, etc., including inverters and DC-DC 
power supplies used in older transceivers and linears. 
Rated 40 Amps max. Similar to 2N1522 & 2N4048. Large 
quantity available. 


Special $8.95 each 


| 


100% replacement for the mercury vapor 866A. 


Part Number: 866AS-1 $23.75 each 


10 PRICE AND AVAILABILITY SUBJECT TO CHANGE 
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Part # 


21050 
38050 
18050 
24050 
120257 


Our 

New Part # 
51000 
51014 51050 
55014 55050 & 


# With MOV transient protection. 


Our 
Old Part # 


51048 


QUANTITY PRICING AVAILABLE 


Maximum 


24 KV # 
24 KV # 
20 KV # 


MINIMUM ORDER: $25 


HIGH VOLTAGE RECTIFIERS 


Part Number 21050 Encapsulated High Voltage Single String Rectifier 
configuration. Rated 1.5 Ampere with 15,000 Volt PIV. This is a premium 
grade rectifier for amateur and light duty commercial service. 


Part Number 38050 Encapsulated High Voltage Single String Rectifier 
with heavy duty components designed for the most demanding of services. 
This assembly uses 6 Ampere rated diodes. Each diode is bridged with 
a resistor to divide transients equally across each component. 
Conservatively rated at 3 Amperes and 20,000 Volts PIV. Each end is 
slotted for #6 screw mounting. 


Part Number 18050 Encapsulated High Voltage Rectifier in a voltage 
doubler configuration. Uses 2.5 Ampere diodes encapsulated in thermally 
efficient epoxy which is then cemented into an aluminum channel for 
mounting. Rated 10,000 Volts PIV per section, or 20,000 Volts PIV for 
the whole assembly. This unit is rated 0.8 Ampere average. A slot is 
punched in each end of the channel for a #6 mounting screw. 


24050 


Part Number 24050 Encapsulated High Voltage Rectifier in a voltage 
(120257) 


doubler configuration. Rated 1.2 Amperes average with a 16,000 Volts 
PIV per section, or 32,000 Volts PIV total. Uses 2.5 ampere diodes 
encapsulated in thermally efficient epoxy. Each end is milled with a 
recessed slot for a #6 mounting screw. An excellent diode for applications 
from 1 KW to 10 KW in single and three phase configurations. This diode 
is in use all over the world by the thousands. Same as part # 120257, 
and replaces part # 45XV246. 


Part Number 51014 Convection Cooled, Open Construction High Voltage 
Rectifier. This assembly is configured for single phase full wave bridge 
operation. Each leg is rated 5.5 Amperes at 24,000 Volts PIV. The 
individual rectifier cards (P/N 51048) are sold separately for repair or for 
use in custom applications. Each card is rated 24,000 Volts PIV with 5.5 
‘AAmperes average current when at least 100 CFM of cooling air is present. 
51000 Series rectifier assemblies utilize Heavy Duty MOV for the ultimate 
in transient voltage protection. This is an extremely good choice for 
transmitters of 3 KW to 10 KW using single phase power. Also available 
are configurations for three phase applications. 


Part Number 51000 Convection Cooled, Open Construction High Voltage 
Rectifier. Individual board used in the 51050. It may be used in two's for 
lower power transmitters. Use as 24 KV PIV single string or as a doubler 
where 12 KV PIV per section is suitable. Conservatively rated at 5.5 
Ampere. Direct replacement for CCA transmitters. 


Part Number 55014 Convection Cooled, Open Construction High Voltage 
Rectifier. One of various configurations available. Used in many of the 
leading FM broadcast transmitters sold today. Conservatively rated at 
5.5 Amperes, 40 KV (20 KV per section) PIV rating makes for a very high 
reliability component. Each rectifier element in the stack is bridged with 
a Heavy Duty MOV for the maximum in transient voltage protection. 
Individual cards are sold for repair or for use in custom application. 
Requires minimum 100 CFM air flow. 100% interchangeable with rectifiers 
CK299, CKE047 and Part # 353-6596-030 in Continental's 5 KW through 
30 KW transmitters (3 units required for the 3-phase full wave bridge). 


For Technical Support, please contact our Technical Dept. at | 
760-744-0700 extension 314 


EPOXY ENCAPSULATED RECTIFIERS 


Surge Size 
Current Inches 
60 A Ci, G hay Gye. 
a 400A 125 Xo, Xl 
0. 60 A 4:8 X1638 X15 
Al. 
li: 


Maximum 
Current 


1.5A 


Net Price 


$49.90 
114.90 | 
69.90 : 
69.90 : 
(use 24050) 


Style 

Single 

Single 
Doubler 
Doubler 
Doubler 


60A 6x-75x 75 
60 A 675) Xe75 


OPEN STACK HIGH VOLTAGE RECTIFIERS 


Rated Surge Size ; 


PIV Current - Current Inches Style Net Price 


5.5A 400 A 9.1 X49 x 1.5 Board only, Single String $ 92.40 
5.5A 400 A 9x9x25 1 Ph FW Bridge 455.00 
5.5 A 400 A 10.8 x 3.8 x 3.8 Doubler 360.00 


; 
& Continental Electronics equivalent. : 
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MINIMUM ORDER: $25 


TRANSISTOR BOOKS 


NORMAN DYE « HELGE GRANBERG 


RADIO FREQUENCY TRANSISTORS 
[SECOND EDITION | 


PRINCIPLES AND PRACTICAL APPLICATIONS 


RADIO FREQUENCY TRANSISTORS 
Principles and Practical Applications 
Norm Dye and Heldge Granberg 

299 pages ¢ 1.5 lbs. 

Reg. $52.00 


Part #: RFT2 $49.95 


Written by experienced RF design engineers 
from Motorola's Semiconductors Product 
Section, this expanded edition has been up- 
dated and adds approx. 65 pages of new 
subject matter. 

This book is a complete tool for successful RF circuit design. As cellular 
and satellite communications fields continue to expand, the need for RF 
circuit design grows. Radio Frequency Transistors contains a wealth of 
practical design information based on years of experience from authors 
who have worked with the leading manufacturers of RF components. The 
book focuses primarily on the more difficult area of high power transistor 
amplifier design and construction. 

Contents include: functional characteristics for power transistors, low 
power transistors, linear modules, and power modules; RF transistor 
fundamentals; Transistor characteristics in specific combinations; 
Bandwidth considerations; Classes of opertion; Forms of modulation; Pulse 
mode; Reliability considerations; Construction techniques; Types of 
packages; Tips for systematic PC layout design; Mounting RF devices; 
RF modules; Power amplifier design; MOSFETs; Circuit testing; Types of 
low-pass filters; Power splitting and combining; LDMOS high power 
transistors; Small signal amplifier design; Design parameters; Biasing 
consideations; Power gain; Stability; Actual steps in low power amplifier 
design; and much more. 

Practical design examples cover the frequency spectrum from 2 MHz 
to microwaves, with a special emphasis on the UHF frequencies where 
so much of today's new technologies are being implemented. 


SEMICONDUCTOR 
CROSS REFERENCE BOOK 
Sams ¢ 5th ed. * 671 pages ° 2.8 Ibs. 
Part #: SCRB_ Reg. $39.95 Special! $37.95 


A complete guide to semiconductor replace- 
ment and substitutions from the makers of 
PHOTOFACT service documentation. Over 
490,000 part numbers, type numbers and 
other identifying numbers listed. Includes 
part numbers for the US, Europe, and the 
Far East. Replacement for NTE, ECG, Radio 
Shack, and TCE. Four cross-references in 
one. The most comprehensive replacement 
data available for engineers, technicians, and 
all those who work with semiconductors. 


PROMP] 


— ON SEMI (MOTO) POWER MOSFETS 
Power MOSFETs DEVICE DATA 
DL135/D Rev. 7 * 1400 pages « 3 Ibs. 
Part #: TMOS $9.00 


This book lists full technical data on Power 
FEt's: 


previous listing as Motorola TMOS Power 
Mosfet Transistor Device Data 


QUANTITY PRICING AVAILABLE 
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MOTOROLA BOOKS 


ee «=CON SEMI (MOTO) RECTIFIER DEVICE DATA 
Rectifier Device Data DL151/D Revision 4 ¢ 1.25 Ib. 
Part #: RDD $4.50 


Table of Contents: 

Index and Cross Reference 

Selector Guide 

Schottky Data Sheet 

Ultrafast Data Sheets 

Standard and Fast Recovery Data Sheets 
Tape and Reel/Packaging Specifications 
Surface Mount Information 

TO-220 Leadform Options 

Package Outline Dimensions and Footprints 


ON SEMI THYRISTER DEVICE DATA 
Revision 7 ¢ 1.5 Ibs. 
Part #: TDD $4.50 


Thyristors are solid state switches which 
act as open circuits capable of withstanding 
the rated voltage until triggered. They include 
silicon controlled rectifiers (SCRs), triacs, 
programmable unijunction transistors (PUT), 
silicon bilateral switches (SBS), and sidacs. 

Thyristors characteristics make thyristors 
extremely useful in control applications. 
Compared to a mechanical switch, a_ thyristor 
has a very long service life and very fast turn 
on and turn off times. Because of their fast 
reaction times, regenerative action and low 
resistance once triggered, thyristors are 
useful as power controllers and transient 
overvoltage protectors, as well as simply 
turning devices on and off. Thyristors are used 
to control motors, incandescent lights and 
many other kinds of equipment. 

This book includes Symbols & Terminology, 
Theory & Applications, Data Sheets, Surface 
Mount Package Information, etc. 


previous listing as 
Motorola Thyrister Device 
Data #MTDD 


ee, 
nar eee 


ON SEMI (MOTO) TVS/ZENER DEVICE DATA 
DL150/D Revision 2 ¢  .75 Ib. 
Part #: TVS $4.50 


This book presents technical data for Motorola 
Transient Voltage Suppressors and Zener 
Diodes. Complete specifications for the 
individual devices are provided in the form of 
data sheets. A comprehensive Selector Guide 
and Industry Cross Refeence Guide are 
included to simplify the task of choosing the 
best set of components required for a specific 
application. 


TVS/Zener Device Data 


MOTOROLA SMALL SIGNAL 
TRANSISTOR MANUAL 
Revision 5 * 875 pages ° 2 lbs. 
Part #: SST $6.95 


This publication presents technical informa- 
tion for the several product families that com- 
prise the Motorola small-signal semiconduc- 
tor line. The families include bipolar, field- 
effect transistors, and diodes. These are 
available in a variety of packages; metal can, 
plastic, and surface mount. Complete device 
specifications and typical performance 
curves are given on individual data sheets, 
which are grouped by the various families. 


BTR RESET ALE IL ERE DELETE ESP RIPEE ET EA. 


fa ae 


Small-Signal Device Data 


‘Wigedes Frecroletcen. LE Ts aevd Ditton 
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PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 2004 MINIMUM ORDER: $25 


Co VACUUM TUBES 


For Audio and Radio Applications 


RF Parts stocks a large inventory of tubes of all types. Most audio and receiving tubes 
are considered as NOS (New Old Stock), as production of these had ceased by the 
1980's. Tubes will usually be supplied in their original boxing, except where box has 
been damaged, the standard white box will be used. 


Tube listings and prices are for current stock at time of catalog printing. Availability and 
price are subject to change without notice. 


Tube Matching: Tubes not noted as matched are usually available as matched for an 
additional $2.00 per tube. Matched Tubes are selected for similar transconductance 
and cathode current. 


Warranty Information is listed at the end of this catalog. 


TUBE BOOKS 


Essential sisi EXTENDING TRANSMITTER 
Characteristics GE. TUBES LIFE 3 TUBE LIFE 
ESSENTIAL CHARACTERISTICS Part #: EAB18 $1.00 


14th editi 1 Ib. 
Pv egitGn CS ales Reese EIMAC Application Bulletin No. 18 


Part #: GETUBE $19.95 } 

: os A carefully followed program of filament 
A comprehensive listing of modern voltage management can substantially 
vacuum tubes, including receiving and increase the life expectancy of 
“sweep” tubes. transmitter power grid tubes. With 
today's rising operating costs, such a 
program makes good financial sense. 


TUBE SUBSTITUTION 
HANDBOOK 
150 pages e Revised Edition 


Part #: TSH — Reg. $21.95 $19.95 


The most accurate, up-to-date guide 
available to determine direct substi- 
tutes for receiving tubes and picture 
tubes. Diagrams are also included. 


RCA RECEIVING TUBE MANUAL 
RC-30 
760 pages, 2 Ibs. 


Part #: RC-30 $24.95 


A high quality reprint of the 1973 RCA 
Receiving Tube Manual (Technical 
Series RC-30). Includes tubes not 
found in RC-19. For example: 6CA7 
EL34, 5AR4/GZ34, 6DJ8, 6DN7, 
6LF6, 6KG6A/EL509, 6550, 7189, 
7591 and the 7868 to name a few. Also 
, includes picture tubes and industrial 
ens hig | receiving tubes. 


QUANTITY PRICING AVAILABLE iB PRICE AND AVAILABILITY SUBJECT TO CHANGE 


ee 


Tube # 


OA2 /OA2WA 
OA3 /VR75 - 
OA4G - 
OA5 - 
OB2 /6627 - 
OB2WA /6627- 
OB3 /VR90_ - 
OC2 - 
OC3 /VR105 
OD3 /VR150 
OES /85A1 
OG3 /85A2 
OZ4 

1A3 

1A5G 

1A6 

1A7GT 

1AD4 

1AE4 

1AJ5 

1AX2 

1AY2A 

1B3GT 

1B40 

1BC2A 

1BY2A /1AD2 - 
1C1 (Ballast) - 
1C5GT - 
1C7G 

1021 ~ 
1D7 ~ 
1DG3A - 
1F7 - 
1G3GTA /1B3GT 
1G4G - 
1G6GT - 
1H4G 

1H5 

1H6G/GT 

1J3 

1K3A 

1L4 /DF92 

1L6 

1LB4 

1LE3 /1LF3 
1LH4 - 
1LN5 - 
1N5GT /1P5GT 
1N6G - 
1N91 - 
1Q5GT - 
1R5 /DK91 
1S$2B 

184 

1$5 

174 

1T5GT 

1U4 

1U5 

1V /6Z3 

1V2 

1X2 

2-01C 

2A5 

2AF4-B 

2AV2 

2BU2 

2051 /J96A 
2C51W use 
2C52 - 
2CN3A 
2CN3B 


Price 


$ 6.50 
5.95 
17.70 
8.10 
5.50 
5.50 
3.30 
6.10 
4.95 
4.35 
7.60 
3.30 
3.45 
2.95 
5.90 
3.70 


Tube # Price 


2CcW4 - 
2D21 /5727 /PL21 
2EG4 - 
2ER5 = 
2HA5 = 
2HQ5 - 
2X2A - 
3A3A /3AW3 - 
3A3C = 
3A4 - 
3AF4A - 
3AT2 - 
3AT2A 

3AT2B 

SAW2 /A/B 
3B28 

3B4 /DL98 
3BL2A 

3BM2A 
3BN2A 

3BN4 /A 

3BN6 

3BW2 

3BZ6 

3045 

3CA3A 

3CE5 

3CF6 

3CS6 

3CU3A 

3CV3A 

3CX3 /3DA3 
3CY5 

3CZ3A 

3D21B /A 
3DA3 

3DB3 

3DC3 

3DF3 /A 

3DH3 

3DJ3 

3DS3 

3DT6A 

3DZ4 

3EH7 /XF183 
SEJ7 /XF184 
3GK5 /3FQ5 
3HM5 /3HAS 
3HQ5 

3HS8 

3JC6A 

3KT6 

3Q4 

3Q56-T 

3584 /DL92 

3V4 /DL94 
4AU6 /4BA6 
4BL8 /XCF80 
4BZ6 

4BZ7 

4CS6 

4DK6 

4DT6A 

4ES8 

4EW6 /4GMG 
4GJ7 /4JDG 
4GK5 

4HS8 

4JC6A 

4JD6 

4KE8 

4KN8 


4.50 


QUANTITY PRICING AVAILABLE 


MINIMUM ORDER: $25 


RECEIVING TUBES 


Tube # 

4KT6 

4MK8 

5AM8 

5AN8 ~ 
5AQ5 = 
5AR4 /GZ34 US 


5AR4 /GZ34 US/Euro 
5AR4 /GZ34 Taylor 


5AR4 Sovtek 
5AS4A /5U4GB 
5AS8 - 
5AU4 /5V3 
5AV8 

5B8 

5BC3A 

5BE8 

5BK7A 

5BT8 

5BW8 

5BZ7 /5BQ7 
5CL8A/5BR8 
5CM8 

5CQ8 

5DJ4 

5ES8 /5GH8A 
5EW6 - 
5FG7 - 
5GHBA /5EA8- 
5GM6 

5GS7 

5GX7 


Price 


$5.20 
4.00 
3.20 
2.20 
3.00 
69.95 
Call 
9.50 
11.75 
24.60 
2.00 
4.70 
2.60 
2.00 
4.00 
3125 
2.00 
2.50 
3.00 
2.00 
3.60 
2.00 
2.00 
5.70 
2.00 
2.00 
2.00 
5.00 
3.00 
2.95 


Tube # 


6A3 

6A7 

6A8 

6AB4 
6AC5GT 
6AC7 
6AC7GT 
6AC10 

6AD10 

6AF3 
6AF4/6DZ4 
6AF9 

6AG5 

6AG7 

6AG9 
6AH4GT 
6AH6 

6AH9 

6AJ4 

6AJ5 < 
6AJ8 /ECH81 - 
6AK5 - 
6AK6 = 
6AK8 = 
6AL3 /EY88 
6AL5 /6EBS 
6AL11 

6AM4 

6AM8A 

6AN4 
6ANSWA/6AN5 


Price 


$Call 
13.50 
12.50 
3.95 
10.95 
4.00 
5.50 
5.30 
8.00 
3.00 
4.90 
3.00 
2.90 
6.00 
8.40 
6.00 
3.90 
3.00 
3.90 


RF Parts Company inspects each tube, and 


Certifies 


that 


these 


tubes 


meet 


manufacturer's specifications for quality and 


performance. 


5HB7 

5HG8 

5HZ6 

5J6 

5JW8 

5KE8 

5KZ8 

5LJ8 

5R4GA - 
5R4GB - 
5R4WGA /B /Y 
5R4GY /A/B 
514 - 
518 ~ 
5U4G Sovtek 
5U4G Taylor 
5U4G US 
5U4GB /5AS4A 
5V4GT - 
5U4WG /5931 
5U8 - 
5U9 /LCF201 
5V3 /5AU4 
5V4G 

5V4GA 

5W4 - 
5W4G - 
5X8 - 
5Y3GT — Sovtek 
5Y3GT - 
5Y3GTA 
5Y3WGT 

5Z3 

524 


2.50 
2.50 
3.00 
2.00 
2.00 
3.30 
3.30 
3.00 
Call 
Call 
Call 
Call 
6.70 
2.00 
7.95 
9.95 
24.60 
22.60 
Call 
29.00 
4.10 
3.80 
3.90 
Call 
Call 
Call 
Call 
3.00 
7.80 
10.20 
Call 
9.60 
18.75 
7.00 


6AN8A 
6AQ5 - 
6AQ5W /6005- 
6AQ6 = 
6AQ7GT = 
6AQ8/ECC85 - 
6AR5 - 
6AR8 = 
6AS5 = 
6AS6 = 
6AS7G 


6AS7GA - 
6AS8 - 
6AT6 /EBK6  - 
6AT8A = 
6AU4GTA- 
6AUSGT - 


6AU6 /EAUBWC 


6AU8 -A/6BH8 
6AV5SGA - 
6AV6 = 
6AV 11 = 
6AW8 -A - 
6AX3 
6AX4GTB 
6AX5GT 

6AX8 

6AY3B 

6AZ8 


6B4G US 
6B4G-MP_ US 


6B5 = 
6B7 = 


14 


6.45 
5.00 
5.00 
2.95 
2.00 
13.95 
9.50 
4.80 
2.00 
2.00 


Svetlana 18.00 
6AS7G /6520US 


11.90 
7.20 
2.00 
3.00 
3.60 
5.40 
5.65 
5.10 
4.65 
5.50 
3.20 
5.00 
4.55 
2.00 
1.95 
4.70 
4.90 
3.00 
9.45 

40.00 
Call 

19.95 
6.40 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


Tube # 


6B8 
6BA6/5749 
6BA7 

6BA8A 

6BA11 - 
6BC4 - 
6BC5 /6CE5 - 
6BC7 - 
6BC8 /6BZ8 - 
6BD7 - 
6BD7A /EBC81 
6BD11 = 
6BE3 - 
6BE6 - 
6BF5 - 
6BF6 - 
6BF11 ~ 
6BG6G /GT /GA 
6BH6 - 
6BH8 = 
6BH11 - 
6BJ3 - 
6BJ6 /EF99F - 
6BU7 - 
6BJ8 ~ 
6BK4A,B - 
6BK4C /6EL4A 
6BK5 - 
6BK7-A-B-- 
6BL6 Klystron 
6BL7GTA ss - 
6BL8 /6LN8  - 
6BM8 SOV 
6BM8 
6BN4A ~ 
6BN6 /6KS6 - 
6BN8 - 
6BN11 - 
6BQ5 /EL84 SOV 
6BQ5 /EL84-MP ” 
6BQ5 /EL84 US 
6BQ6GTB- 
6BQ7A /6BZ7 - 
6BR3 ~ 
6BR5 ~ 
6BR8 - 
6BS7 - 
6BS8 

6BT4 

6BU8 /6KF8 
6BV8 

6BV11 

6BW4 

6BW11 

6BX6 

6BX7GT 
6BY5GA 

6BY4 

6BY6 

6BY8 

6BZ6 

6BZ7 

6BZ8 

6C4 /EC90 
6C5 

6C9 

6C10 

6CA4 /EZ81 
6CA5 /6EHS - 


6CA7 /EL34 Svetlana 
6§CA7 /EL34-MP Svetlana 


CATALOG 2004 


{Certified Quality 


Price 


Tube # 


$3.75 
5.95 
8.95 
4.90 
5.40 
6.50 
2.00 
3.30 
4.75 
3.95 
7.00 
3.20 
3.10 
4.20 
3.85 
3.00 
7.40 
8.95 
3.90 
5.50 
4.65 
2.10 
3.80 
3.00 
4.30 
10.80 
35.00 
2.00 
4.60 
Call 
8.00 
4.95 
6.45 


Svetlana/US 12.00 


SEAS 
4.25 
8.70 
6.90 
6.95 
19.90 
Call 
4.85 
2.65 
2.70 
9.50 
2.50 
11.00 
4.70 
6.95 
2.00 
5.70 
3.10 
3.50 
3.10 
2.95 
9.50 
3.90 
59.95 
4.40 
3.00 
5.30 
6BQ7 
6BC8 
4.95 
3.40 
11.35 
17.50 
19.40 
3.30 
Call 
Call 


6CA7/EL34 SEL Philips Call 


Price 


6CA7 /EL34-MP Philips Call 


6CA7 / EL34 


US. 
6CA7 / EL34-MP U.S. 


Call 
Call 


EL34B  Taylor12.00 
EL34B-MP Tay. 29.90 


6CB5A - 
6CB6 /6CF6 - 
6CD3 /6CG3 - 
6CD6G /6DN6 
6CD6GA /6EX6 


5.10 
3.90 
5.60 
6.50 
6.50 


6CD7 /EM34 Magic Eye Call 


6CE5 see 
6CG3 see 
6CG7 /6FQ7 - 
6CG8A - 
6CH3 see 
6CH8 

6CU3 /6CH3 
6CL3 

6CL5 

6CL6 

6CL8A 

6CM3 /6DN3 
6CM4 

6CM6 

6CM7 

6CM8 

6CN6 /EL38 
6CN7 

6CQ8 

6CR6 

6CS7 

6CU5 

6CU6 

6CU8 

6CW4 /6DS4 
6CW5 /EL86 
6CX8 /6JA8 
6CY5 

6CY7 

6CZ5 

6D4 

6D6 

6D10 

6DA4 

6DA5 /EM81 
6DB5 

6DC6 

6DE5 

6DE7 

6DG6GT /6W6GT 
6DJ8 /ECC88 US 
6DK6 

6DM4 /6DA4 
6DN7 

6DQ3A 

6DQ5 

6DQ6 /6GW6 
6DR7 - 
6DS4 
6DT3 - 
6DT5 - 
6DT6A - 
6DT8 
6DU3 
6DW4B 
6DW5 
6DX8 
6DZ4 
6E5 


Magic Eye 
6E6 = 
6E7 - 


6BC5 


6CD3 


11.20 
3.20 
6CJ3 
3.50 
5.50 
5.90 
6.00 
5.95 
4.50 
4.70 
6.00 
6.30 
2.60 
3.70 
22.80 
4.35 
2.70 
1.95 
4.40 
2.00 
4.85 
2.00 
14.95 
5.10 
4.70 
5.15 
3.60 
7.90 
6.80 
5.50 
6.50 
2.40 
6.70 
2.40 
7.75 
Call 
5.70 
4.50 
9.20 
3.95 
2.40 
5.50 
9.95 
11.50 
8.50 
5.20 


see 6CW4 /6SD4 


she) 
2.30 
2.95 
3.50 
9.95 
5.50 
4.70 
2.70 
4.90 


24.50 


7.00 
9.80 


CATALOG 2004 MINIMUM ORDER: $25 
RECEIVING TUBES Sientified Quality 


Tube # Price | Tube # Price | Tube # Price | Tube # Price | Tube # Pric 
$4.30 | 11LQ8 $5.30 


Tube # Price 
6EA4 / 6EH4A $6.20 | 6HG8 /ECF86 $3.95 | 6KL8 - $2.70 | 6Q7GT - $4.60 | 7H7 


6EA7 / 6EM7 6.20 | 6HKS -~ 4.00 | 6KM6 -~ 19.90 | 6QL6 - e790: GHES _- 4,00 | 14LT8 29FI\h, Bi80 
6EAS -~ 6.95 | 6HLE - 5.50 | 6KM8 - 200 | 6R4 _  9g96 | 7azi7s7 «- sano |4iwSs - - Ais 
6EBS ~ 3.00 | 6HM6 _ 9.95 | 6KN8 - 18.90 | 6S4A - 3.80 | 7kKY6 - 6.48 | 11R3 -~ 2.90 
SEBS /6GN8 - 5.00 | 6HOS — see GHAS | 6KRE - ©2550 |: 6SA7 _ 9g | Ez -~ 3.40 | 11Y9 _< chek 350 
6EC4 -~ 6.75 | 6HRS _ 42.98 |) 6KS6 =. 700 | 6SA7GT Bi call S90 | Ny ~ 9.00 | 12AB5 2G A400 
6EHS see 6CA5 | GHRS =) ©€all' |) 6KTS 9 RAST SCT ston 6:75. | SOF _  agiso | w2acs «6 <a 
GEH7 /EF183 3.00 | 6HS5 GHVSA- —-8.60 | 6KT8 _ S90 F esc7eT =f 22'> (67s |i 7R7 ye salon (azace a ata 
6EH8 ~ 200 | 6HS8 ioe 6BUS |) GKVGA - - 942800. SFBGTHee2- “450 || 757 _ 3449 | 2ACI0A~ SIA SO 
6EL4A see.:«GBKAC. | BHVSA —s-- see HS. | 6KVGA-MP - 88.80 | 6SF7 SALW ang: (ITF _ 4p | 42AE10 © SPM SOD 
GEMS ~ 570 | 6HZ6 - 3.00 | 6Kv8 =8°8 3:70 |. 6Sa7 - «S550. ZW7 ~ 3.30 | 12AF3 hah BHD 
6EM7 -~ 6.20 | 6u4WA 18532 995| 6KY8A  - 7.00 | 6SH7 =p) tego Pexz -~ 3.80 | 12AF6 SACD 
6ENA - 13.30 | 6u5 = ates | ekzeA Re ESI? ca Po gtgee |e _ “838195 PaosHT OS > 2 etag 
6EQ7 == s390 | eIeWA~ = - “298:|, 6L4 _ = 4gigo | -68u7GT om = > G80 ssAGI0. c= = ~ RSS ML ADAHOI eee 
BERS /EC95 - 5.00 | @J7 /EF36 - 4.95 | 6L6metal RCAGE 19.00 | 6SK7 - 4.50 | BALg ~ 6.00 | 12AU6 _ | Bao 
6ES5 _ #900 |: es7GT . 640 | 6leGA - - 1800 | esk7aT ~° 2° 2650 | eAWsA - — ~ S700" YDALS - $50 
6ES6 /6FD6 - 3.60 | 6J8G - -\go5| 6técp- = Sse eSi7eT—= + 8705 | Bio 2: 40 | 42405 — = Fees 
BES JECC189 ~—«-«6.40 | 610 6z10 - 7.95 | 6LEGC Svetlana Call | 6SN7GT fullbase 19.95 | 8BA11 -~ 6.50 | 12AT6 = RBIS 
6EU7 ~ 19.80 | 6JBS ~ see 6JH5 | 6LEGC PRC 995] 6SN7GTB - 19.95] 8BM11 _ 4.50 | 12AT7 _ 8885 
6EU8 -~ 3.00 | 6JB6A _ 98.00 | 6LEGC-MP PRC 24.90] 6SQ7 -~ 4.65 | 8Batt - 5.60 | 12AT7WA- Ss 
GEVS /6EAS - 6.20 | 6JB6A-MP GE 59.00 | 6LB6 “ean | eso7ar =~ °3.95 | Butt _~ © %7100 | F2AT7WO> - “BBB 
6EV7 - 8.95 | BIBEA-W3 GE  88.50| 6LBé-MP - Call | 6SR7 -~ 3.95 | 8cBt1 _ 590 | 4oAUG > ROO 
6EW6 Liege go lt gies - 6.60 | 6LBS - 400 | 6SS7 -~ 4.40 | 8CN7 _ Sip | 4eAu7 ~ = | TaBIGs 
6EW7 - 6.10 | 6JC6A _ E55 | GhOs <  /%gigg pesuTeT “-. 986K 8C87 -~ 3.20 | 12AV5 _ 846d 
6EY6 - 460 | 6JC8 ae ery asia) -~ 530 | 6T8A - 340 | sFa7/scG7 - —-3.80 | 12AV6 _ ARBBD 
6EZ8 _- ge | ips =P AnG etre 64.95 | 6T9 -~ 340 | 8Gu7 E8440 1 DAVT CAL ASBIDG 
6F6 - 9.95 | 6JD6 - 470 | 6LF6-MP 133.90 | 6Tt0 - 6.60 | 8GN8/6EB8 - 3.00 | 12AW6 = -Ssté«é« 70 
6F6G - 24.95 | BEG /CLOQ6 - Call | 6LF8 - 7.00 | 6UBA/6KD8 - 4.95 | 8GU7 ~ 3.70 | 12Ax3 = ABH 
6FeGT  - ~—«- 13.95 | JES _ 900 | 6LHGA /6LJ6 - 8.00 | 6U10 -~ 5.60 | JUBA - 270 | 12AX4GTB - —-3.00 
6FD7 _” (49'60 |. lee Fee IE GLJe 2 PAS 8o eye _ 266, ke akAg - 3.20 | 12AX7-RUS Russian 10.95 
6FG7 /EM84 - 4.50 | UGS - *-'¢.99 BKR8 - 4.70 | 12AX7A. PRC. 9.75 
6FHS - £50 | eigen. 28 ge'95 BLC8 ~ 9.70 | 412AX7A/ECC8S Yugo 14.95 
6FU7 - 330 | eHs /euBs - 9.80 | §| RF Parts Company inspects each tube, and 9A8 -~ 2.70 | 42AX7AWC US Call 
6EM7 - Yoo I euHerenze 2 “4'g5 ag) Certifies sathal. these tubes. meet hl voxmio > -. *° 5.30 [5781 2A eae eames 
6EM8 3 980 | 6JH8 fe 5 75 manufacturer's specifications for quality and QAU7 % 975 | 12AY3A 2 3.20 
6FQ5A see 6GK5 /6FQ5A | 6JKS tees (1 performance. 9BJ11 ~ 4.90 | 12AY7 ie ere 
6FQ7/6CG7 see 6CG7 | 6JK6/6JLE - 21.95 9BR7 9 90: {OAZ7A a ewe 
6FY5 - 2.30 | 6JK8 = ‘999 | 6LMBiA - 590 | eve -~ 14.95 | 9ML8 ~ 7.70 | 12B4A _.., Wak 
6FY7 /EC97 - 5.30 | JMG 595] 6LNe - 480] 6V6GT China 6.95 | 9MNB -~ 6.90 | 12BA6 _. TOES 
6G5 /6U5 Magic Eye Call | 6JN6 ea a0 lt ol see  6JE6| 6V6GT  Sovtek 5451 10805  - 5.00 | 12BA7 _ | dior 
6G11 — 450 | 6JNG/6EBG - 2.95 | 6LQ8 -~ 4.40 | 6V6GT Taylor 9.95 | 10CW5 /LL86 3.40 | 12806 - 5.00 
6GBS Sy 585° 606 -¥ ©5705 | LRG - 49.95 | 6V6GT-MP Taylor 19.90] 10EG7  - 4,80 | 12BE3 SPV 340 
6GC5 - 330 | euR6 ~ 34,00 | 6LR8 - 670 | 6V6GT RCA/GE Call| 10—EM7 - 4.80 | 12BE6 ~ ggees 
6GES - 670] 6BURe-MP - Call | 6LT8 - 4.00 | 6V6GTA RCA/GE Call] 10—EW7  - 4.00 | 12BF6 _ 5. Polag 
6GF5 - 475 } BIS6C-MP. =. = Gall | 6LUB/A “= 5.98 | BVEGTA-MPRCAGE Call | 40GF7 2 7.80] 12Bri1 eee 
6GF7A c= 530 | eiB-A. - 3290 I OLW6 - 33001 ew4cT - ..3.00 | MOGE7A °— 7.80 |foBHT ao an ees 
6GH8A = 3.95 | 6JT8/eKR8 - 5.00 | 6LY8 - 395] 6WEGT  see6DGEGT | 10GK6  - 5.70 | 12BL6 Lo tae gap 
6GUJ5 - 985 | 6JU6 - 49.45 | 6LX6SEL - 49.95 | 6xa - 5.20 | 10GN8/10EB8 «5.00 | 12BN6 ss — ~SSsOB10 
6GJ7 - 440] 6JUe-MP -  41.00| 6MAG > “195. 6x5cT = ano. aos -~ 3.30 | 12BQ6GA/GTA 12.95 
6GK5 /6FQSA 6.50 | 6JU8A - 450 | 6ME6 51995 [eGXSWGT = ROS a 10HA5 4,47 90s) q2BR7 Ss Pee Geeies 
6GK6 - 995} 6Jv8 - 3.00 | emt1 ~~ 7.60 |) 6X8A - 4.40 | t0uT8 a 5/99 1728011 iD 
6GMS - 2400 | 6JWs /ECF802 5.70 | 6MB8 - 410} 6X9 /EKL200-  5.00| 10KR8 - 610] 12BW4 - 3.00 
6GM6 - "6.10 | 6IzZ6 - 6290] 6MD8 -- 595] 6YeGWGT - 4951 10KU8 - 290 | 12BY7A GE 10.95 
6GN8 ~ see 6EBS | 6JZ8 - 5.60 | 6ME8 - 4.95 | 6Y9/EFL200- 3.60 | 10LB8 - 630 | 12BY7A Japan 22.95 
6GS7 -~ 430 | 6K5G - 12.00 | 6ME8 eS aay L624 B40 tie Ta OC ES ~~ 2.90 | 12BZ6 ~ 14.95 
6GT5A «= 46.00 6KSGT - ~~ v4.20 |} SiGS Stich Waid yds -~ 5.45 | 10LW8 /10LT8 6.10 | 12BZ7 ae 
6GU7 ee B70 IUeKOGT “= dee ee Call | 6Z10 /6J10 - 8.00} 10LY8 /10JT8 6.00 | 12CA5 = - ~Ss«.80 
6GW6 /6DQ6 7.95 | 6K7 - 4.25 | 6MJ8 Me ot eV ~ 6.00 | 10LZ8 ous 5.00 | 12CL3 2 HAYA BO 
6GW8 /ECL86 7.75 | 6K7G =| “Bio Wemkea (2 e470 jegne - 3.30 | t0T10 “RAO TSCNS => gene 
6GX6 /6GY6 - 3.75 | 6K7GT  - 4.00} 6ML8 Sey aed eg = 3.05 }10710 ~ 26404 42CR6 9 = aap 
6GX7 uo 83.701 eka - 4.60 | 6MN8 Peg bake 800 fo AAF9 -~ 9.80 | 12CT8 = BO 
6GY8 - 280} 6Ki1/ea11 - 8.70 | 6MQ8 =) | ean, le Tay - 4430) 11AR11 - 470] 120U5 - 200 
6H6 - 260} 6KAB - 5.00 | emus - ~.7.30 | 7B4 og 10" oueMe 4° = “.sepd'12cU6 =. ene 
6HAS /JGHM5 - 4.60 | 6KD6 - Call | 6Mve - . 6.00} 7B7 == 925 | HBO |=. 4.901 aacxe Say 
6HAG /GHB6 - 4.90 | 6KD6-MP. - Call | 6N7 - -6.50 | 705 = 8.00: | 4tBT11 =, aZb0 | CVs” eee 
6HB7 - 4.40 | 6KEB - 6.45 | 6N7 Brown Base 23.30 | 7C7 = Bde aicat = ego | 12086 
6HD7 /6HJT = 2.70 | @KGG /ELS09 Russien 24.00 | 6N7G ~ 14.20 | 7E7 - wage eerit  S') Sesn 

6HF5 - 18.00 } 6KG6 /EL509-MP” 54.90) 6N7GT  - 9.00] 7F7 = a GRAN AOHI1 ao emo 

6HF5-MP SELGE Call | 6KG6 /EL509-M3 ” 78.35 | 6N7GT Full Base 13.95 | 7F8 ~ 8.95 | 11CY7 ee eon 

6HF8 - 4.95 | 6KG6 /EL509-MQ” 108.80 | 6Q5G = Bae th geez 2% 4.00.) e405 EERE GO 

6HGS - 4.95 | 6KG6/EL509 RCNGE Call | 6Q7 = Asa zeN7 SA sopatM7 | een 


QUANTITY PRICING AVAILABLE 15 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 


RECEIVING TUBES 


Tube # Price 
25AV5GA $7.30 
25AV5GT 6.75 
25AX4GT 3.50 
25BK5 2.80 
25BQ6GA 3.25 
25C5 5.60 
25CD6GB 6.00 
25CG3 5.80 
25CU6 9.60 
25DK3 3.80 
25DL3 8.45 
25DN6 3.50 
25E5 5.00 
25EC6 4.50 


CATALOG 2004 


Tube # Tube # Price 


13DE7 17LD8 $8.30 
13DR7 17Y9 8.40 
13EM7 2.80 
13FD7 2.70 
13GB5 3.10 
13JZ8 4.95 
13J10 6.65 
13V10 6.00 
13210 19AU4GTA 3.80 
14B6 19BG6GA 5.30 
14BL11 19BY7 6.90 
14BR11 19CG3 5.00 
14GT8 19CL8A 3.20 
15AF11 19DE3 4.30 
15BD11A 19DK3 4.90 
15FM7 19DQ3 6.00 
15FY7 19EA8 2.99 
15KY8A 19EZ8 3.30 
15MF8 19FL8 4.95 
16AK9 19FX5 4.50 
16AQ3 19HS6 5.40 
16BQ11 19HV8 5.50 
16BX11 19JN8 3.20 
16GK6 19MR9 3.50 
16LU8A 19T8 8.00 
17AX3 19V8 4.25 
17AX4GTA 19X3 4.60 
17AY3A 20AQ3 4.90 
17B14 20EZ7 5.50 
17BE3 21EX6 4.20 
17BF 11 21HB5SA 11.50 


Tube # 
12DQ6A - $9.80 
12DQ6B /12GW6 15.95 
12DS7 ~ 4.95 
12DT5 - 2.00 
12DT8 5.90 
12DW4A 2.90 
12DW7 /7247 - 17.95 
12EA6 /12EK6 - 4.90 
12EC8 - 2.40 
12ED5 - 4.75 
12EK5 ~ 3.00 
12EK6 /12DZ6 /12EA6 2.95 
12F8 - 2.50 
12FK6 - 1.90 
12FM6 - 1.90 
12FQ7 - 6.20 
12FQ8 - 8.35 
12FX5 3.00 
12FX8A 2.70 
12GA6 4.50 
12GB3 19.95 
12GB7 8.20 
12GC6 3.20 
12GE5 5.90 
12GJ5A - 4.50 
12GN7 / 12HG7 5.00 
12GT5A - 

12H6 ~ 

12HG7 - 

12HL7 /12GN7A 

12J5 ~ 


Price Tube # 
35B5 
35C5 
35D5 


35DZ8 


Tube # 
50HK6 $3.30 
50L6GT 6.75 
50XN6 8.25 
50X6 3.50 
35EH5 50Y6GT 3.10 
35GL6 50Y7GT 4.20 
35L6GT 53 8.75 
35LR6 53HK7 7.00 
35W4 55 5.75 
35Y4 ; 57 5.25 
35Z3 P 58 7.20 
35Z4GT ; 59 13.50 
35Z5GT 60FX5 2.68 
35Z6G 65 5.40 
25EH5 3.10 | 36 70L6GT 4.50 
25F5A 2.40 | 36AM3B 71A (ST) 36.60 
25HX5 6.65 | 36KD6 /40KD6 : 72 4.25 
25JZ8 7.80 | 36MC6 , 73 5.50 
25L6GT 5.90 | 36LW6 : 75 16.00 
25W4GT 2.60 | 37 76 (ST) 14.20 
25W6GT 4.30 | 38HE7 ' Wil 3.95 
25Y5 3.50 | 38HK7 : 78 5.65 
2525 4.00 | 39-44 79 3.95 
25Z6GT 6.80 | 40 (ST) 80 (ST) - 22.00 
26A7GT 7.50 | 40KD6 see 36KD6 | 80 Tubular US 22.00 
26LW6 21.95 | 40KG6A /PL519 14.95 | 81 (ST) 16.65 
26LX6 21.95 | 41 (ST) - 13.40 | 82 (ST) 16.50 
2625 Call 42 (ST) - 19.25 83 23.95 
27GB5 5.70 | 42EC4-A- 7.60 | 85 4.25 
27LF6 48.00 | 42KN6 Call | 85A1 see 0E3 
29KQ6 9.98 |} 43 6.90 | 85A2 see 0G3 


Price 


12J7GT 
12J8 
12JB6 SEL 
12JF5 


17BR3 
17BW3 
1709 

17CT3 


21GY5 
21JG6A 
21JS6 
21JV6 


5.00 
9.90 
24.00 
5.30 


29LE6 
30 
30AE3 
30AG11 


10.60 
179 
4.90 
3.70 


45 
45Z5GT 
46 (ST) 
47 (ST) 


Call | 90C1 


3.95 | 117N7GT 


117Z3 
ECH81 


21.00 
21.00 


6.50 
6.75 
4,75 
Call 


17CU5 
17D4 
17DE4 
17DT6GA 
17DQ6 
17DQ6B 
17DW4A 
17EW8 
17GE5 
17GJ5 
17GV5 
17H3 
17JB6 
17JF6 


EL34 
EL509 


see 6CA7 
see 6KG6 
EL86 see 6CW5 
PL519 see 40KG6A 
EM34/6CD7 MagicEye  - 
KT66/6L6GC see 6LEGC 
KT88-MP Svetlana Call 
KT88 Taylor 23.50 
KT88-MP Taylor 53.00 


12JQ6 18.00 
12JT6 
12K8 
12L6 
12MD8 
12Q7GT 
1287 
1288 
12SA7 
12SA7GT 
12SF5 
12SG7 
12SH7 
12SJ7 
12SJ7GT 
12SK7 
12SK7GT 
12SN7GTA 
12SQ7 
12SQ7GT 
12T10 
12W6GT 
12X4 
13CW4 


21JZ6 7.60 14.50 | 48 
21KA6 13.80 Call | 49 12.00 
21KQ6 3.10 Call | 50A1 32.50 
21LG6 8.25 / 14.90 | 50B5 2.80 
21LR8 7.98 | 31AL10 4.90 | 50C5 4.40 
21LU8 8.70 | 31JS6A 16.00 | 50C6G 3.90 
22BH3A 2.50 | 31JS6C 27.00 | 50DC4 3.20 
22BW3 5.10 27.00 | 50EH5 4.60 
22DE4 = 5.70 7.25 | 50GY7 8.20 
22JF6 /22KM611.30 16.95 | 50HC6 5.40 
22JR6 = 9.10 6.50 
22JU6 10.00 4.40 
22KM6 11.00 6.00 
22KV6A 8.50 4.50 


Supply Limited 
17JG6-A 23JS6 24.00 10.10 ; 
r7IKB oars aye a Select Grade, Matched Pair 
17JM6 O4A 11.40 4.70 Matched Set of 3 
17JN6 24BF11 3.70 4.25 Matched Set of 4 
17JQ6 -A 24JE6/24LQ6 39.95 3.50 
Select Grade, available as matched. 


17JT6A 5.00 | 24JZ8 4.30 7.75 
17JZ8 7.25 | 25A6 4.55 2.90 Europe/High Quality 
Wire Leads 


Tube Notes 


17KV6A = 11.75 | 25A7GT 5.20 : 5.25 
17KW6G/PL508 9.80 | 25AC5G 8.50 8.40 
17L6GT = 5.50 | 25AC5GT 4.20 4.70 


Supplies limited to stock on hand. 


TV SWEEP TYPE receiving tubes are not designed, rated, 
guaranteed or warranted by the manufacturer or RF Parts Co., 
for use in linear amplifiers. Please be sure the tubes you re- 
ceived are correct for your equipment. We do not warranty or 
guarantee suitability or reliability of any sweep tube used as 
an RF amplifier. RF Parts Co. inspects all tubes before ship- 
ment to assure quality. 


Production of Receiving and most Special Purpose tubes 
ended in the 1980's. Tubes are offered “new, old stock” or 
NOS and Certified to meet original manufacturer's 
specifications for quality and performance. Some boxes may 


show shelf wear from handling, but in no way is the tube 
condition affected. 


QUANTITY PRICING AVAILABLE 16 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 2004 MINIMUM ORDER: $25 
SPECIAL PURPOSE TUBES WE BUY TUBES 


Tube # Price | Tube # Price | Tube # Price | Tube # Price 

EL509 /EL519 see 6KG6 | 5692  Redbase 73.00| 6186/6AG5WA 5.50] 7247 /12DW7 see 12DW7 Please give Doug a call at 
FL34B = see._~—=C BCA | 5693 —~ 14.20 | 6189W /12AU7WA 9.70 | 7308 /E188CC Call 

M5020 Taylor $ Call | 5696-A  - 395] 6197 see  6CL6| 7360 RCA 36.95 800-737-2787 x 308. 
KT66 Taylor 19.75 | 5702 - 11.00 | 6201 see 12AT7WA | 7377 -~ 49.00 

KT66-MP Taylor 44.90 | 5703WA - 7.88] 6202 see 6X4WA| 7543 /E130LF 4.00 

KT88 Taylor 23.50 | 5704 ~ 8.20 | 6205 s 3.60| 7551 2 7.95 HEAVY DUTY 

KT88-MP Taylor 53.00 | 5718/A/EC70 7.95 | 6216 L 6.95| 7558 GE/ECGIRCA 10.90 

M2057 = Call | 5719 — L 10.98 | 6264A - 70.00] 7581A/KT66 see KT66 RECTIFIERS 

PL509 /PL519 see 40KG6 | 5722 -~ 14.00 | 6267 = 493.001 751A 67.00 

$2001 use 6146B | 5725W /6ASEW 3.75} 6293 - 22.00] 7686 34.95 

TH500 Call | 5725/6AS6 - 2.95 | 6322 /E188CC 10.95} 7695 4.20 

2C39A NOS. Call | 5726 /6AL5W 3.70 | 6322 - 12.00] 7701 4.00 

2C40 -A 12.00 | 5727 see  2D21| 6336B 53.00| 7717 3.45 

2043 22.50 | 5742 /417A Raytheon 7.75 | 6350 6.85| 7724 /14GT8A 4.40 

2045 15.00 | 5744W ~ L 10.88] 6360 9.40| 7788 /E810F - 31.95 

2C46 15.00 | 5749 J6BAGW see 6BA6 | 6386 59.00] 7868 ~ 2 48°85 

2C51W see 5670 | 5750 /6BE6W see 6BE6 | 6397 L 6.00] 7895 Nuvisitor 12.95 

2052 17.20 | 5751 /12AX7 - Call | 6414 10.45] 7905 13.90 

2p21 use 5727 | 5763 - 8.95 | 6417 6.10] 7984 13.90 

9E20 - 3400 | 5784WA =- ~—Ss« 4.65 | 6463 3.95| 8042 11.25 

3024 /24G - 18.00 | 5787 - 12.95} 6486 | 8077 6.95 

3C45 see 6130 | 5814 see 12AU7A | 6501 2 -| 8102 2.40 

4C35A ‘Taylor 125.00 | 5829 ~ L 7.20] 6550A Taylor 16.75] 8106 12.95 

4C35A —siTT.:~—S—«CGaall: | 5840/6225 - 9.95 | 6550A-MP Taylor 37.90] 9121 95.00 

5022 Taylor 189.00 | 5840W-STR41 11.70 | 6550A ——-USA_—sCaail | 8150 23.00 

5022 ITT Call | 5842 see 5842WA | 6550C see SV6550C | 8156 18.00 Taylor 872A-SS 

300B Taylor 66.00 | 5842WA/417A Raytheon 7.95 | SV6550C Svetlana 23.00} 8160R Call 

407A - 6.95 | 5847A /404A —- 18.48 SV6550C-MPSvet 23.00} 8203 - 22.20 Solid State Replacement for 872 and 872A 
416B 6280 - 15.00 | 5867A _—Taylor 220.00} 6590 z | 9322 see 4CX350F 
417A see 5842 | 5867A  Amperex Call | 6660/6BA6 Call] 8334 = 2.95 
816 - 24.00 | 5868 Taylor Call | 6661 /6BH6 7.50} 8348 - _| Just remove the original tube and 
832A -~ 8.00 | 5876 - 22.65} 6662 /6BJ6 5.40| 8417SEL GE Call | “plug and play”. 

837 - 7.95 | 5879 - 9.85 | 6664 /6AB4 3.50| 8417-MP SELGE Call 

866A Mercury Vapor Call | 5881 see 6L6WGB | 6676 /6CB6 3.90} 8509 - Call os : 

866AS Taylor 20.75 | 5896 L 3.95 | 6677 /6CL6 Call| 8532 /6J4WA 5.45 | OEM quantities available. 

866AS-1 Taylor 23.75 | 5899 8.50 | 6678 /6U8A 4.95] 8908 - 89.90 

866C Taylor 29.95 | 5902 6.95 | 6679 /12AT7 8.95| 8975 Call 

B66JR - 22.00 | 5903 5.00} 6680 see 12AU7A| 9002 4.gg | Part #: 872A-SS $34.95 ea. | 
872A  GE/RCA/SYL Call | 5907 5.70 | 6681 /12AX7A 17.00} 9003 4.80 : 
872AS Taylor ‘34.95 | 5915/6BE6 - 4.95 | 6688 /E180F - 8.95| 9005 9.70 
966A 3 Call | 5931 /SU4WG 30.00 | 6688 /E180F goldpin Call} 9006 2.35 

1620 = 10.00 5933 see 807W 6814 = S200 ®eee_eeae1eeese#eeeseeeeoes@*@seseeoeeseeeeesseseeeee sd © 
1629 MagicEye Call | 5963 /12AU7A | 6829 /12AV7 - 10.00 on a y 
2050(ST) - 16.00 | 5964 ~ > 20.953) 6907 _ 300|° Additional Special Purpose Tubes ~ 
2050A Tubular 18.00 | 5965 see 12AV7 | 6922 /E88CC 10.95 

2050W  - 16,00 | 5977 - L 8.00] 6931 ~ ASG Page 18 

2051 - 11.50 5980 _ 39.00 6939 = 26.00 ae ee er rr a rr er a er er a rr rr rr er rr 
5636 - L 6.98 | 6005 see BAQSW | 6953 _—Photocell_ 24.00 

5639 9.00 | 6012 - 83.00 | 6973 Philips 49.40 

5642 6.95 | 6021 - L 460] 7025/12AX7AHiRel 24.00 RCA TRANSMITTING TUBE MANUAL 

5643 -~ 10.75 | 6028 /408A 2.95 | 7027-A - 52.00 

5651/0G3 - 395] 6072/A  -  17.45| 7054/8027 see 8077 

5654W /BAK5W _—3.90. | 6080 SYLIGE/Ray (#) 9.80 | 7056 6.00 316 pages, 21 Ib. 

5670 /2C51W 4.00 | 6080 WC 9.00 | 7057 4.30 Part #: TTM $19.95 

5672 - 4.95 | 6087/5Y3WGTBHiRe 12.25 | 7058 5.50 


Mercury Vapor Rectifiers. 


5675 - 37.98 | 6106 /573WGT 9.90 | 7060 2.80 “411 Design information and schematics 
5676 - -L 4.35 | 6111 L 5.95 | 7061 4.60 for Tube Linear Amplifiers, plus data 


5678 ~~ "9.95-| 6112 L 15.95 | 7062 /E180CC 8.00 
5686 - 7.95 | 6130 /3C45 Call | 7077 ~ 79.00 date ompeputa iy: Hea 
5687 ~ 3.70 | 6135 3.80 | 7092 /6T50 Taylor Call input. Excellent! 

5687WB - _—5.95 | 6136 see 6AU6B | 7119 /E182CC 14.50 

5691 Bik-Bm 25.00 | 6159W 17.95 | 7167 - 3.70 

5691 Redbase 44.00 | 6161 27.50 | 7193/2022 JAN —-7.95 

5692 BkBk base 35.00 | 6173 $26.00 | 7199 Sovtek $19.95 

5692 Bk-Brn base 35.00 | 6179 . | 7199 US 37.70 


QUANTITY PRICING AVAILABLE 17 PRICE AND AVAILABILITY SUBJECT TO CHANGE ~ 


MINIMUM ORDER: $25 


BROADCAST, INDUSTRIAL & SPECIAL TUBE 


Where "Call" is listed, please contact us for special price. 


Tube Number 


65-83382D02 Moto 
97-136A01 Moto 
GS-36B /4CX400A — 
GU-74B /4CX800A Svetlana 
GU-84B / 4CX2500E - 
PL175A - 
QKK753 Klystron 
RL4657 Moto 
$2001 
VA210C 
Y319 


Varian 
Eimac 
YU156 —P Eimac 
Y667A Eimac 
2C39A - 
2C39BA Varian 
2C40/A 

2C42 

2C43 

2C44 

2C45 

2C46 

2C52 

2658 

2E24 

2E26 

2E30 

2J51 Raytheon 
2J55 TAYLOR 
2J70B TAYLOR 
2K25 # 
3B28 - 
4B32 —P Excellent 
4C35A TAYLOR 
4CW800A Eimac 
4D22 - 
4D32 Raytheon 
4E27 -NOS - 
6Pi5 /6P5 
6T50 - 
7F71RA TAYLOR 
100TH - 
100TL - 
211 TAYLOR 
250TH - 
Eimac 


TAYLOR 
TAYLOR 
TAYLOR 
GE/RCA 
Sylvania 
RCA/ GE 
TAYLOR 


TAYLOR 
TAYLOR 
RCA/GE # 
Svetlana 
TAYLOR / RFP 
RCA/ Westinghou 
813-NOS 


Net 


$240.00 

use 8643 

Call for Special 
Call for Special 
Call for Special 
Call 

125.00 

see 8072 

use 6146B 


see 7092 
Call 

Call 

Call 

35.00 

Call 

Call 

Call 

Call 

Call 

see page 21 
36.95 

12.95 

29.00 

16.90 

24.95 

Call 

Call 

see page 21 
23.95 

52.95 

89.95 

75.00 

37.95 

se Call 


Tube Number 


5867A 
5868A 
5894 
5949A 
6146 series 
6146A 
6155 

6161 

6360 


6883B /8032A /8552 


7092 
7094 
2A 
7213 
7289/2C39B 


8295 /PL-172 
8295A 

8348 

8552 

8560AS 
8560AS 
8560AS 
8560AS-P 


8561 /4CX300Y 


8643 
8755 
8874 
8877 


TAYLOR 
TAYLOR 


Amperex / Philips / GE 


TAYLOR 


GE/RCA 
TAYLOR 
Cetron # 
# 
RCA / Burle 


Philips / Amperex # 
see 4CX250R 


RCA/ Burle 
RCA/ Burle 
Svetlana 


Eimac 


Eimac 
Svetlana 
TAYLOR 

Eimac/Amperex 
# 
Amperex 


Eimac Planar Triode 


Special 


CATALOG 2004 


Net 


Call 
Call 
$39.95 
Call 


see page 22 
see page 22 


105.00 
Call 
8.95 
Call 
Call 
117.95 
Call 
Call 
Call 
54.80 


48.00 


See 6883B 


Call 
Calll 
Call 
233.00 
Call 
Call 
Call 


See 6883B 


Call 
Call 
105.00 
Call 
Call 
85.00 
Call 


see 3CX400A7 
see 3CX1500A7 


3-400Z/8163 —NOS 
3-500Z / 3-500ZG 


3-600Z 
3-1000Z 
4-65A 


4-125A /4D21 —NOS 
4-250A /5D22 —NOS 


4-400A -NOS 
4-400A 
4-400C 
4-500A 
4-500B 
4-1000A 
4PR60A 
4PR60B /6338 
4PR60C 
4PR400A 


Svetlana 


Triton 
USA 
Eimac 
GE / Eimac 
Eimac 
Eimac 
Eimac 
Eimac / Triton 
Eimac / Triton 
Eimac / Triton 
Eimac 
Eimac 
Eimac 


4PR1000A/8189 Eimac/ Triton 


5-125B/4E27 


Call 


see page 22 
cancelled production 


695.00 
Call 
Call 
Call 
Call 
Call 
Call 
Call 
Call 
Call 
Call 
Call 
Call 
Call 
Call 

See 4E27 


Additional Special Purpose Tubes 


see Page 17 


RCA/ GE / Westinghouse Call 
814 - 22.90 
815 # 15.00 
826 # Call 
829B /3E27 # Call 

- 8.50 
TAYLOR Call 


fii W thd 


We buy “dud” Tubes 


TAYLOR oe Top dollar paid for rebuildable metal-ceramic 
TAYLOR Ca) | tubes 4CX1500A & larger. We pay shipping. 
Call Contact our Customer Service 


39.00 Department for details. 
760-744-0750 


TAYLOR / RFP 
U.S. Call 


4-1000A 


1625 -NOS U.S. 12.00 


#=JAN Surplus * -NOS=New, Old Stock * P=Tube pulled from operating equipment, i.e. Military-Low Hours, looks & tests as New 


QUANTITY PRICING AVAILABLE « Warranty Info Page 85 18 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 


POWER TUBES 
INDUSTRIAL «© COMMUNICATIONS 


CATALOG 2004 


BROADCAST ° 


3CPX800A7 
3CPX5000A7 
S3CW5000F 1 
3CW20000A1 
3CW20000A7 
3CW20000H3 
3CW20000H7 
3CX100A5 / 7289 
3CX300A1 


4CPL1000A 
4CS250H 
4CW800 
4CX250R 
4CX250B / 7203 
4CX250BC / 8957 
4CX250BT 
4CX250FG / 8621 
4CX250H 
4CX250K / 8245 
4CX250R / 7580W 
4CX250VT / Y497 
4CX350A / 8231 


7203 
7213 
7289 
7580W 
7815 
7815R 
8158 
8159 


8160 8171 


6151 
6T58RA 
7T62R 
7T69RB 
7184RB 
7T85RB 


8T25RA 
8184RB 
8T85RB 
CX1140 
CX1149 
CX1157 


3CX400A7 / 8874 
3CX400U7 / 8961 
3CX800A7 
3CX1200A7 / 8283 
3CX1200D7 / YU121 
3CX1200Z7 / YU181 
3CX1500A7 / 8877 
3CX2500A3 / 8161 
3CX2500F3 / 8251 


4CX350AC / 8321A 
4CX350F / 8322 
4CX350R / 8930 
4CX400A 
4CX400Y 
4CX600J 
4CX800A 
4CX1000A / 8168 
4CX1500A / 8168 
4CX1500B / 8660 
4CX1600B 
4CX1600U 


8187 
8189 
8238 
8239 
8241 
8242 
8243 
8244 
8246 


CX1159 
CX1166 
CX1528 
M328 / TH328 
M338 / TH338 
M347 / TH347 


| 


ECONCO 


3CX2500H3 
3CX3000A 
3CX3000A1 / 8238 
3CX3000A7 
3CX3000F3 
3CX3000F7 / 8162 
3CX4500F3 / YU108 
3CX6000A7 / YU148 
3CX10000A3 / 8159 


4CX3000A 
4CX3500A 
4CX3500C / 8349 
4CX5000R / 8170W 
4CX7500A 
4CX10000A / 8166 
4CX10000D / 8171 
4CX12000A / 8989 
4CX15000A / 8281 
4CX15000J / 8910 
4CX20000A / 8990 
4CX20000B 


M382 / TH382 
M515 

M582 / TH582 
M584 / TH584 
M1057/YL1057 
M5020 


8352 
8621 


8561 


8660 
8661 
8809 
8874 
8877 
8904 


TH-3/A 
TH5-4 
TH5-6 
TH6-3A 
Y667A 
Y842 


® 


Svetlana 


3CX10000A7 
3CX10000H3 
3CX15000A3 _ 
3CX15000A7 

3CX15000H3- 
3CX20000A7 
GS-35B 


4CX20000C 
5CX1500A 
5CX1500B 

GS-36B / 4CX400A 
GU-74B / 4CX800A 
GU-84B / 4CX2500 
4PR60B 

4PR60C / 8252W 
4X150A / 7034 
4X150D / 7035 
4X150G 

4X500A 


Listed are representative of Power Tubes stocked or obtainable through RF Parts Company. 


QUANTITY PRICING AVAILABLE 


Please contact RF Parts for price on Power Tubes. 
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PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 


CATALOG 2004 


[ee Picea ee aA) 
Quality Transmitting Tubes for Communications and Industry 


More Watts per Dollar™ 


572B 4-400G 3CX3000F3 


805 APR6OC / 8252W 3CX10000A3/8159 
807 KT88 3CX10000A7/8160 
810 M1057 /YL1057 3CX10000H3 
811A M5020 3CX15000A3 

812A M328 /TH328 3CX15000H3 
813 M338 /TH338 3CX15000A7 
833A M347 /TH347 4CX250B/7203 
833C M382 4CX250FG/8621 
833D TH5-6 4CX350A/8321 
845 TH6-3A 4CX350F/8322 
866-SS 5C22 4CX1000A/8168 
872A-SS 8F68R 4CX1500A/8168 
5867A 8F75R 4CX1500B/8660 
5868 8F76R 4CX3500C /8349 
7092 /6T50 3CX1500A7 /8877 4CX5000A/8170 
3-500ZG 3CX2500A3 4CX5000R/8170W 
4-400A 3CX2500F3 /8251 4CX10000D/8171 
4-400C 3CX3000A7 4CX15000A/8281 


Special Pricing — Please call for Quote. 


All tubes carry the full Manufacturer's Limited Warranty by RF Parts Co. 


Distributed Exclusively by 


RF PARTS" 


COMPANY 


FROM MILLIWATTS TO KILOQWATTS® 


For pricing, contact RF Parts at 
760-744-0700 © 800-737-2787 
Fax 760-744-1943 © 888-744-1943 


QUANTITY PRICING AVAILABLE PRICE AND AVAILABILITY SUBJECT TO CHANGE 
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811A Marshall 
$99.80/matched 4 


The Marshall 811A is excellent and appears to be the 
same construction style of the GE JAN Mil-spec 811A 
tube. Ideal for the Collins 30L1, where owner wants to 
keep all U.S. components. Standard design allows hori- 
zontal use. Tube tested and matched at RF Parts. Made 
in U.S.A. 


MINIMUM ORDER: $25 


811A COMPARISON 


811A Svetlana 


Black Base 
$59.90/matched 2 
$89.85/matched 3 
$119.80/matched 4 


Designed to be equal to the excellent U.S. RCA tube 
before RCA instituted cost-cutting changes. 


Can be used in both horizontal and vertical operation. 
Ideal for the Collins 30L1 and similar equipment mount- 
ing tubes horizontal. 


One Year Limited Warranty through RF PARTS. One Year Limited Warranty through RF PARTS. 


572B COMPARISON 


Svetlana 
Svetlana 


Comparison of 
572B Triodes 
Taylor vs. Svetlana 


front view side view 


The Svetlana 572B (SV572B) is a special production tube manufactured for U.S. 
distribution only. It has nice features. However, in some applications, it is definitely 
NOT 100% interchangeable with 572B’s built to U.S. specifications. Notable differ- 
ences include smaller anode surface area, somewhat lower plate dissipation, 
different grid cutoff voltage, and resting current. 

Anode surface of the Russian tube is 5.3 sq. inches vs. 7.0 sq. inches of the U.S. 
spec’d 572B. Svetlana’s electrical characteristics require a greater grid cutoff 
voltage. Some linears (i.e. FL2100B) must be modified for their use by doubling 
the negative supply voltage. Filament life is another very important consideration. 
Taylor Tubes® 572B utilizes U.S. manufactured filament wire, and yields extremely 
long filament life and emission. Taylor’s electrical specifications, performance, and 
mechanical design are all patterned after the original U.S. made 572B/T160L. 
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811A TAYLOR Setecz 
$38.80/matched 2 
$58.20/matched 3 
$77.60/matched 4 


Part #: 811A TAY 


The TAYLOR 811A is the best quality tube in production 
today. Usage tests show it to be equal to the respected 
Svetlana, RCA, and GE 811A. 


Base indexed and internal structure aligned and supported 
for both horizontal and vertical operation. 


Ideal for the Collins 30L1 and similar equipment where 
tubes mount horizontal. 


811A Taylor Select tubes are individually tested by RF 
PARTS and carry a One Year Limited Warranty through 
RF PARTS. 


572B TAYLOR Setecz 
$44.95 each 
$99.90/matched pair 
$149.85/matched 3 
$199.80/matched 4 


High-mu power triode intended for use in Class ABp, 
Class B, and Class C RF and audio amplifiers. The 
modern TAYLOR 572B is virtually an exact copy of the 
572B/T160L tube originally designed by TAYLOR. 


TAYLOR is the preferred choice for FL2100, SB200/ 
$B201, 10-160L, 30L1 linear amplifiers. 


Base indexed and internal structure aligned and sup- 
ported for both horizontal and vertical operation. Each 
tube fully tested by RFP prior to shipment. 


One Year Limited Warranty through RF PARTS. 


PRICE AND AVAILABILITY SUBJECT TO CHANG 2 7 


3-500ZG Taylor 


$144.95 ea. 
$289.90/matched pair 


First Quality Tube 
at a Competitive Price 


The TAYLOR 3-500ZG receives the full 100% 
testing and inspection as the RFP tube. One year 
Limited Transmitter Tube Warranty. 


Tube Number 


572B 
572B-MP 
572B-M/3 
572B-MQ TAYLOR 
572B (SV572B) Svetlana 
572B-MP (SV572B) Svetlana 
572B-MQ (SV572B) Svetlana 
811A-MP TAYLOR 
811A-M/3 TAYLOR 
811A-M/4 TAYLOR 
811A-MP-Bk Svetlana black base 
811A-M/3-Bk Svetlana black base 
811A-M/4-Bk Svetlana black base 
811A-M/4 Marshall US 


6146B GE 
$69.90/matched pair 


TAYLOR 
TAYLOR 
TAYLOR 


RF PARTS bought these tubes from the last GE 
production run several years ago. Each tube has 
been tested and matched for optimum perfor- 
mance. Standard replacement for Kenwood, 
Yaesu, Heathkit and similar equipment. 


One Year Limited Warranty through RF PARTS. 


QUANTITY PRICING AVAILABLE 


MINIMUM ORDER: $25 


3-500ZG COMPARISON 


3-500ZG RFP 


$149.95 ea. 
$299.90/matched pair 


Ld jinn <> 


is 
stiarme = i 


com FY 


aTs 


OO ; 
F PA 
COMPANY 
Oe 
————— A 
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“RFP” line is the best quality graphite anode tube 
in the Eimac® format. Virtually an exact copy of 
the Eimac 3-500ZG in both mechanical and 
electrical characteristics. RF PARTS 3-500ZG 
easily represents the best value for the price. All 
tubes receive 100% RF PARTS ’ testing. 2 year 
Limited Transmitter Tube Warranty (1 year + 2nd 
year prorated). 


Tube Number 


811A 
6146B 


RCA 
GE Select 
6146B-MP GE Select 
6146B-M/3 GE Select 
6146W-MP _ Sylvania/ECG Philips 
6146W-M/3_ Sylvania/ECG/Philips 
6146W 
6146W-MP 
3-400Z —NOS 
3-500ZG-GEN 
3-500ZG 
3-500ZG-MP 
3-500ZG-M/3 
3-500ZG-MQ 


generic 
TAYLOR 
TAYLOR 
TAYLOR 
TAYLOR 


$18.95 ea. 
$39.00/matched pair 


Basic 6146W military surplus tube. 


One Year Limited Warranty through RF PARTS. 


CATALOG 2004 


3-500ZG Amperex 
List Price $297.00 


Special $245.00ea. 


Not available as matched, but we 
supply tubes from the same lot. 


An excellent graphite anode tube of quality 
equal to Eimac 3-500ZG. Late production made 
in France and marked 3-500Z/8802. These 
Amperex tubes require about 10-20% more RF 
drive than Eimac or RF PARTS tubes for the 
same power output. 

90 day Limited Warranty from RF PARTS. 


POPULAR GLASS TRANSMITTING TUBES FOR AMATEUR USE 


Tube Number Net 


3-500ZG RFP 149.95 
3-500ZG-MP RFP $299.90 
3-500ZG-M/3 RFP 449.85 
3-500ZG-MQ RFP 599.80 
3-500ZG Eimac Call 
3-1000Z Trition/Eimac Call 
4-400A Amperex Call 
4-1000A Amperex Call 


Where "Call" is listed, please contact us for 
special price. 
MP — Matched Pair 


M/3 — Matched Set of 3 
M/4 — Matched Set of 4 


6146W SYLVANIA- 
ECG/Philips 


$59.90/matched pair 


RF PARTS Company made a special 
buy of the very desirable last production [8 
run ECG-Philips (Sylvania) 6146W tubes. 


These hard-to-find ruggedized JAN Military Grade tubes 
were taken from the Sylvania 6146B production line and 
subjected to higher Quality Control standards. 


The unique mechanical and electrical characteristics of 
Sylvania manufactured tubes make them a favorite with 
technicians and engineers. 


Each tube is individually tested by RF PARTS to ensured 
top performance. Used extensively in Collins equipment. 
Excellent for Yaesu, Heathkit, Kenwood, etc. 


One Year Limited Warranty through RF PARTS. 
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SK2210 
TUBE SOCKETS 


Svetlana socket. Special 4CX800A 

Built-in scr bypass cap HF/VHF 

7 Pin ceramic socket for 4CX800A. No internal 
screen bypass cap, great for HF. 

Svetlana socket; 4CX1600B 

4 pin ceramic for 811A, 812A, 572B, 866A 

4 pin phenolic for 1 1/8” hole, phenolic 2 hole mtg. 

4 pin ceramic for 1 1/8” hole w/snap ring 

5 pin ceramic; 807 

7 pin molded miniature 

7 pin ceramic; 813 

8 pin ceramic, std. octal, silver contacts; 6L6, 6146B 
8 pin octal. Similar to SK8, but PC mounting 

9 pin miniature PC mount; 12AX7 etc. 

9 pin miniature chassis mount; 12AX7 etc. 

9 pin Compactron type/chassis mount flange 

12 pin Compactron type/pe mount 

Socket and Grid Collet; 3CX3000A7 / 3CX6000A7 
Generic version of Johnson 123-0211 


SK7 mini 
Ska 

SK8 
SK8PC 
SK9 minipc 
SK9 mini 
SkK9 

SK12 
SK14 
SK211 


Call 
16.95 


79.95 
Call 


SK410 
SK410S 


Eimac air cooling type; 3CX1200A7, 3-500Z 

Deluxe air cooling type. 

Silver plated contacts mounted on ceramic insulators. 
Svetlana socket; 9 pin ceramic Euro. EL509, 6KG6, 6P5 3.95 
Eimac SK700 air system; 4CX300A Call 
SK711—P___Eimac air system type w/scr. bypass cap. 4CX300A 49.00 
SK711T Teflon insulation version of SK711 Call 
SK2210 @ Air System socket for 3CX1500A7/8877 80.00 
(cathode driven) 


SK509 
SK700 


3CX800A7 *° 4X150A 4CX250B e 


124.0311.1090 


Y231 
122-247-1 


247-TAY 


122-0101-300 Ceramic, 7 pin; 4-65, 5894, 7094, 829B, 4D32 


122-247 -P 
123-206 
123-209 


123-0211 


234 


122-0244-200 Johnson “244” 4 pin Jumbo, Silver pins, mil- 


122-0244-200-P Same as above, removed from working 


Cho 
275-TAY 


275-CLIP 


SK600A / 124-110 / 


124-012 


Part # 
SK2A 


Net Ea. 


8 pin ceramic socket w/center grid contact. $9.95 
No internal screen bypass, great for HF. 

Air System type w/cathode gnd & screen bypass 
Same as above, removed from working equipment 
Johnson equivalent of SK600 

Johnson equivalent of SK600, 2700pF screen cap. 
Excellent condition. 

Same as SK610. mfg: Johnson, 

Equivalent to SK600 w/cathode ground 

Johnson equivalent of SK610, 2700pF screen bypass Call 
Air system type w/screen bypass cap. Call 


SK600/A 
SK600A-P 
124-110 
124-110-P 


Call 
Call 
Call 
Call 
124.0112.001 Call 
124-112-P 
SK620A 


QUANTITY PRICING AVAILABLE 


Part # 
SK630A-—P 


SK600A/SK610/SK620A-—P Excellent condition 


SK640 
124-113-001 
124-113-16 


124.0311.100 Johnson 11 Pin 3CX800A7 ¢ 8072 © 8122 ¢ 8874 


SK650 
SK650RFP 


SK655 
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TUBE SOCKETS | 


A 
minipc 


SK9 mini with 


SK9 
chassis mount | 


123-0211 
SK211 


122-0244-200 


TUBE SOCKETS 
Net Ea. 


$ Call 
Call 


Socket for 4CX300A. No bypass 

Johnson flat ceramic, 7 pin 

8877, 5894, 7094, 4-65A, 829B 

Taylor Tubes copy of Johnson 122-247-1 14.95 
Call 
Call 

40.00 


24.95 


Johnson flat ceramic, 7 pin; 5894, 8877 

Super Jumbo, 4 pin; 8008, 5C22 

Medium, 4 pin twist lock, same as 123-210. 

811A, 866A, 100TH, etc. 

Johnson Jumbo 4 pin Socket for the 211 * 805 

810 ¢ 872A, and others with EIA base number A4-29. 
Porcelain base with aluminum shell. Same as SK211 
Millen 4 pin Jumbo: Same mounting hole pattern 

as 122-0244-002, except steatite is 3.25” diameter. 
Jumbo 4 Pin Socket with open center for air flow. 
Similar to part # 33094. 


Call 


44.90 
32.85 


Call 
grade, flat steatite. Ceramic socket for 8008 and 

many rectifier & thyratron type with EIA base 

numbers A4-15, A4-16 and A4-18. 

37.00 
equipment, excellent condition. 

Johnson flat ceramic; 3-500Z * 4-400 * 3CX1200A7 32.95 
Taylor Tubes copy of Johnson 275 17.95 


Set of 4. For holding SK406 series Chimney. 2.00 


SK620A /SK630A 


Net Ea. 


Call 
Call 


Similar to SK620, except grounded cathode 


“Pull-outs” Guaranteed 

Air system socket, no bypass 

Same as SK655, screen bypass cap, round frame 
Screen bypass cap ring, square frame 


Call 

Call 

Call 
39.95 
Eimac air system socket same as 124.0311.100 
Ceramic Socket & grid bypass collet for Call 
3CX800A7, 3CX400A7 at VHF, Pullout 


Eimac screen bypass capacitor Call 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 


LARGE TRANSMITTING TUBE SOCKETS 
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SK800B SK806 SK1300 SK2011A SK5868 


Part # TUBE SOCKETS Net Ea. Part # TUBE SOCKETS 


SK13 Ceramic Socket for 833A & 833C. $49.95 SK800B Air system socket. No grounded contacts. Bypass Call 

SK14 3CX3000A7-Socket & grid ring. /3CX6000A7 325.00 screen capacitor. 4CX1000A * 4CX1500B 

SK84 Coaxial socket for GU-84B (Russian) 120.00 SK810B Same as SK800 except cathode, and one heater Call 

SK184A Socket, Bypassed w/Chimney 8295/PL172 119.00 contact are grounded to shell. 

SK211 Jumbo 4-pin Twist Lock 211 © 805 © 810 © 845 16.95 SK820 Eimac Socket Call 
872A * etc. Same as Johnson 123-0211 SK840B Air system socket. Bypass screen capacitor. Call 

SK300A = Svetlana Socket for 4CX5000A 395.00 4CX1500A * 5CX1500B 

SK300A Taylor Socket for 4CX5000A 395.00 SK1300 Socket 3CX10000 * 3CX15000A Svetlana $395.00 

SK300-P Eimac 4CX5000A /YC156/3CPX5000A7 Call SK1300 Socket 3CX10000 * 3CX15000A Taylor 395.00 

SK320 4CX20,000 series Call SK1320 Socket (Ground Grid) * 3CX10000A * 3CX15000A Svet 395.00 

SK340 Svetlana 4CX7500A & 4CX3500A Call SK1320 Socket (Ground Grid) * 3CX10000A * 3CX15000A Taylor 395.00 

SK375 Not air system socket, low inductance between filament SK1320-P Socket (pullout) Call 
and mounting surface. Plastic support insulates the socket SK1420 Eimac Socket for 5CX3000A Call 
from ground. For cathode driven service. 4CX5000A/R/J SK2011A  Eimac Socket 4CV50,000E * 4CV50,000J * 4CW50,000E Call 
and 4CX10,000D Special Price 270.00 3CW50,000J * 4CW100,000E * 4CW150,000E © Y676 

SK510 Eimac Air Cooling type, Reg. $99.95 89.95 SK2011A-—P Eimac Socket (pullout) Call 
style similar to SK410 4-1000A * 3-1000Z SK5868 Ceramic Socket * 5868/TB4/i250 Call 

SK510S Deluxe metal socket, air cooling, ceramic 69.95 SK7092 Special ceramic socket for 7092 tubes Call 
insulators, plated silver contacts 3-1000A ¢ 4-1000A * etc. Y770 Eimac Socket Special Low input Cap. 4CX1500B~ Call 


TRANSMITTING TUBE CHIMNEYS, PLATE CAPS & RADIATORS 


SK2216 SK606 * SK646 8930T CHIM HR8 HR6-tall HR6-short PLCAP-1 &-2 


Part # CHIMNEY Net Ea. Part # PLATE CAPS & HEAT DISSIPATING CONNECTORS _ Net Ea. 


SK306-P Eimac 4CX5000A /YC156/3CPX5000A7 $59.95 | ACI Anode Clip Silver Plt.: 4CX150A through 4CX400A $2.60 
SK406 Eimac Glass Chimney 3-500Z height: 4.75” Call HR6-short Finned, .367 hole/Low profile, 3-500Z/4-400A/etc. 6.95 
SK406A Chimney for 3-500Z (Generic). height: 4.25” 45.00 HR6-tall Same as above, but 0.62” tall 7.95 
SK406B_ _—— For 3-500Z/4-250A/4-400A height: 4” 40.00 HR8 Finned, .575” hole 3-1000Z/4-1000A/4PR1000A/833 10.95 

(Requires socket to be mounted 1%” below chassis for proper air flow.) PLCAP1 Ceramic Plate Cap for 811A/572B/866/810/813/833 2.70 
SK436 Eimac Glass Chimney 3CX1200A7 94.95 PLCAP2 Ceramic Plate Cap for 6146B/6LF6/6LQ6/8950, etc. 2.30 
SK446 Eimac Chimney 3CX1200A7 Call | SPRCLP Spring Clip for 6KD6, 6KG6, EL509 75 


SK506 Eimac Glass Chimney 4-1000A 125.00 | pcso9 Ceramic EL509, 6KD6. For 1/4” caps. Mfg: Millen — 6.50 
SK516 Eimac Glass Chimney 3-1000Z 110.00 


SK606 Eimac Ceramic, standard 4CX250B 14.95 2 ne our betes lle een be parade gs ae ee a : 
SK606—P Ceramic Chimney, used Call a al es removed trom new & surplus equipment. Guaranteed in very goo 
SK646 Ceramic Chimney use SK646T or 124.0111.011 conditions 
SK646T Teflon Chimney 4CX400A & 8930/4CX600J Call 
SK806 —- Eimac Chimney 4CX1000A * 4CX1500B Call TUBE BASE 4CX250B SERIES 
SK1306 Chimney 4CX10,000D, 3CX10,000A7 105.00 
SK1306-P Chimney (pullout) Call on ane 
SK1906 Eimac Chimney 3CX800A7 65.00 
SK2216 @ Teflon Chimney 3CX1500A7 * 8938 47.50 
Y358—P Square base w/4 mtg holes for SK620 * SK630 17.50 

Similar to SK636A. Has locking anode clamp ring. 
124.0111.011 E.F. Johnson, same as SK646 * 8930 * 4CX400A =: 16.95 be ; Wa 
4CX800CHIM Teflon Chimney for 4CX800A . This is the standard ceramic base for use in building test fixures, orasa 
8930TCHIM Teflon Chimney 8930 on SK600 or 4CX400A on SK630_ 19.95 connector. Mates with the SK1A socket. Large quantity available. 
CH1600B Svetlana Chimney for 4CX1600B 35.00 Part #: FT250-TAY $16.00 ea. 


QUANTITY PRICING AVAILABLE 24 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 2004 MINIMUM ORDER: $25 


UBES Svetlana 


POPULAR TRIODES 


Filament Maximum Ratings Typical Operation Max. Freq. 
Plate Diss. Pg. for Full 
Type Number Volts Amps W Ratings 


8873 

3CX400A7/8874 

38CX800A7 

3CPX800A7 

3CX1200A7 

38CX1200D7/YU-121 

3CX1200Z7/YU-181 

YC-236 

3CX1000A7/8283 

3CX1500A7/8877 

3CX5000A7 

3CX3000A1/8238 

8CX3000F 1/8239 

3CX3000A7 

3CX3000F7 

3CX2500F3/8251 

3CX6000A7/YU-148 

3CX10,000A3/8159 

3CX10,000A7/8160 

3CX15,000A7 

3CX20,000A7 

3-500Z 

3-1000Z : i 
811A : 60 watts 
572B ! 160 watts 


Filament Maximum Ratings Typical Operation Max.Freq. 
Plate Diss. Pg,, Pg,, Gain, for Full 

Type Number Volts Amps W dB Ratings 
8122 
8930 
4CX250B/7203 
4CX250BC/8957 
4CX250FG/8621 
4CX250R/7580W 
4CX300A/8167 
4CX350A/8321 
4CX350AC/8321A 
4CX350F/8322 
4CX350FJ/8904 
4X150A/7034 
8560AS 
4CX300Y/8561 
4CX400A 
4CX600JB 
4CX800A / GU-74B 
GU-84B / 4CX2500E 
4CX1500B/8660 
4CX1000A/8168 
4CX1500A 
4CX1600B 
4CX3500A 
4CX3000A/8169 
4CX5000A/8170 
4CX5000R/8170W 
4CX7500A 
4CX10,000D/8171 
4CX12,000A/8989 
4CX20,000A/8990 
4CX15,000A/8281 
9010/YC-130 
4-250A 
4-400A 
4-1000A 


-~-- | - | +$NNODCODVDONNNNND ! 


Specifications are assumed correct. 25 Not responsible for errors. 


MINIMUM ORDER: $25 


GU-84B POWER TRANSMITTING TETRODE 


The GU-84B is a ceramic-metal forced-air cooled tetrode intended for use in power amplifiers with distributed amplication, 
and SSB linear amplification with continuous output rating up to 1.5 kW at frequencies up to 75 MHz; as well as for power 
amplification at frequencies up to 250 MHz with continuous output rating up to 1.2 kW. Contact our Technical Dept. for 
additional information: 760-744-0700 x 314. 
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Characteristics 
Anode Dissipation (max.) .........cccccccee 2.5 kW 
Screen Dissipation (Max.) ........c.cccceeeeee 30 W 
Grid Dissipation (Max.) ........ccccccccccseceeeeeeeees 1W 
Frequency for Max Ratings ................. 250 MHz 
Te a Ee icin scrote: Oxide coated 
RR hc ths cu phages. once hoe Rete ZINE 
|) Se eee rere ae 3.7A 
at Uz = 150V; Ug = 375 V; I, = 2A 
Capacitances (gnd. cath. connection) 


pot 2!) ee iS 

Max. Seal and Envelope Temperature ....200° C 
BARIUM) 0.0. csnce-c.ccacnapecesssndenes 115 mm 
Maximum Diameter ...........c:ccccceeeeee 99 mm 
Weight (approximate) ..........0...cccceeeeeee 1.5 kg 
SPBravON POON”. 2. ciretieceece ek Any 
a a a ce 


Class of 
Operation 


Cathode 
Current, 


Anode 
Voltage, 


Anode 
Current, 


Screen 
Voltage, 


Anode 
Voltage 


Screen 
Voltage 


Class AB, 
Output 
Power, kW 


Grid, 
Voltage 


The GU-74B tetrode is used in wideband and single-sideband power amplification in stationary and mobile RF equipment. 
_ Same as 4CX800A. Specifications taken from published Svetlana data. This is Svetlana manufacture only. 


45*6527. 


Characteristics 
Anode Dissipation (max.) ...........ccccecee 800 W 
Screen Dissipation (Max.) .......ccccceeeeeee 15 W 
Bnd Dissipation.(mMax,). . iii «acta hss. 2W 
Frequency for Max Ratings ................. 250 MHz 
OT Ce Ae nn Oxide coated 
OMNI oa sinrincins avin seRTSCa ogee 12:6 OF7,.V 
Oe CNY .....5 scan eal ee. 3.7A 


at Uz = 150V; Ugg = 375 V; I, = 2A 
Capacitances (gnd. cath. connection) 


ROBO AUAOUGN ohicceaisecsactc hen i eae 
Max. Seal and Envelope Temperature .......... GC 
USS) 6 de Rls a Rte A el 90 mm 
Maximum Diameter .............:cccceeeeeeeees 71 mm 
Weight (approximate) ...........cc0ccc0ee 550 gram 
EE ATON SP OSIION, . cinco. sii scnags. cartes --ncneeien Any 


BOKER. coh. coe Te. Eee... aE 


Max Ratings Typical Operation 


Class of Type of Cathode Screen Anode Anode Screen Anode Class AB, 
Operation Service Current, Voltage, Voltage, Current, Voltage Voltage Grid, Output 


A Vv V mA V kV Voltage Power, kW 
AB, RF Linear Amplifier 0.75 350 2200 .46 / .63 300 / 350 2-2.2 -37 / -47 550 / 780 
at 75 MHz 
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EMP/LIGHTNING PROTECTOR SURFACE MOUNT (SMT) CHIP CAPACITORS 


Quarter wave stub provides excellent protection Low loss NPO type. Ideal for VHF/UHF RF Circuits. 
with minimum feedthru loss. 


D> 


s 5 Dimensions in mm. 
Le 
le le ds 


SMD 0805 SMD 1206 
NPO Material ¢ 5% Tolerance NPO Material ¢ 5% Tolerance 


Mfg. Huber Suhner AG 


Frequency VSWR 
770 ieee! 
850 OFA 68 ; 50 
: é : 50 
900 1.5: Part #: SMDO805-(_ ) 
950 lea! ( ) =Capacitance : 50 


1812HA101KATMA 100pF 3KV NPO Part #: SMD1206—( 
$1.20 each 68ut 50 


These protectors are new and factory packaged. Available at a fraction of Part #: HR232-0.68uf 
regular OEM price. 


Measured feedthru loss in the order of 0.25dB @ center frequency. 


Mini Order: 5 pieces per value. Price is per value, no mixing. 
Part #: 3400.17.S0896 $55.00 ea. lle wemab DE ai i : 
Price Each 


Chip Style Value/pF Dielectric 5-49 50-499 
SMD0805 1-470 NPO 


CERAMIC DISK CAPACITORS SM01206 ses GEOTIES 


; 3 560-1000 NPO 
Description Small Price Large Price Oluf&.047. X7R 


Part # UF V Pack Qty. Sm. Pack Pack Qty. Lg. Pack ut X7R 
NRO-( 3)? = See 3,0) 25 $8.90 68 uf S 
C102-100 4 100 10 1.80 25 4.00 

C102-125vac . 125vac 5 2.25 8.00 


C102-500 500 Fagan bed ter, ne TECHNICIANS SURFACE MOUNT 
GioeikV 1kv 102" 2.00 4.50 “SMT” PARTS KITS 


C102-3KV 3kv 2.50 10.00 ; 

C172-3.5KV 017. 3.5kv 1.95 8.75 Components packaged in 30 compartment box for easy storage. 

C202-100 .002 100 1.50 3.00 

C302-3K .003 3kv 1.65 UID 

C332-25 .003 25 1.80 4.00 

C332-500 .0033 500 1.50 3.00 

C392-3KV .0039 3kv 2.70 10.00 

C472-25 0047 25 1250 3.00 

C472-500 .0047 500 2.00 7.00 

C472-1KV 0047 1kv 2.00 6.60 

C472-3KV .0047 3kv PATA) 7.50 

C473-50 .047 50 1.50 6.00 

C502-50 .005 50 1.50 3.00 

C502-500 .005 1.50 5.00 

C502-3KV 005 3kv 2.70 7.40 

C682-500 .0068 3.60 10.00 SMT Capacitor Kit 

Ete is he ie pi 270 ceramic chip capacitors, plus 10 diodes and 10 transistors. 
Contains 10 each of pF values: 100, 120, 150, 180, 220, 270, 330, 390, 470, 

©108-500 “aa 240 8.20 | 560, 680. Also 10 each of uF values: .001, .0012, .0015, .0018, .0022, .0027, 

C103-1KV 01 3.30 11.60 .0033, .0039, .0047, .0068, .01, .012, .018, .022, .027, .033. Plus 10 pieces 

C103-1.4KV —_.01 1.85 8.20 1N914 & 10 pieces 2N2222. Mfg: Vector Electronic Co. 

GLOB-2KV. ..igu.-O1 2.40 10.00 | Part #: SMT1206CDT Reg. Price $89.95 Net $49.95 

C104-25 1 25 2.00 9.00 

C104-50 1 50 2.00 9.00 SMT Resistor Kit 

C104-1KV : 4kv 300 chip resistors 

C104-6KV 1 oe > 50 40.00 Contains 10 each of Ohmic values: 22, 33, 47, 56, 100, 150, 180, 220, 270, 
330, 390, 470, 510, 560, 680, 1K, 1.5K, 2.2K, 3.3K, 4.7K, 5.6K, 6.8K, 10K, 

( ) = Capacitance, PF 15K, 22K, 33K, 47K, 68K, 100K, 150K. Mfg: Vector Electronic Co. 


*Limited values available Part #: SMT1206R Reg. Price $24.95 Net $17.95 


QUANTITY PRICING AVAILABLE 27 PRICE AND AVAILABILITY SUBJECT TO CHANGE | 


MINIMUM ORDER: $25 CATALOG 2004 


CERAMIC DOORKNOB CAPACITORS H.V. PLATE COUPLING & BYPASS CAPACITORS 
CENTRALAB & HEC FOR HIGH POWER LINEAR AMPS 


Figure A Figure B 


— Max Plate 
850S * HT50 * HH58 


Part Number uF Volts Fig. Volts DxL(in.) Net 
850S © 858S * HT50 * HT58 .004/3KV-HDA .004 3 KV A 1.8 KV 0.8x0.1 $1.95 
.002/10KV-HDA .002 10KV A 6 KV 1.1x0.3 2.45 
i HT50/HT58/HH58/850S Series RF Doorknob Caps .0002/10KV-HDB 0002 »=10 KV B 6 KV 0.5x0.3 1.65 
0.82” Diameter x 0.89” Long ¢ 6-32 Thread .001/83KV-HDB .001 3KV B 2.5KV 0.8x0.3 1.85 
i .0015/7.5KV-HDB 0015 = 7.5KV B 3800 0.8x0.12 1.65 

Order Factory Current/Amps Net | 0022/6KV-HDB 0022 6KV B @5KV 0.5x0.2 1.65 


| 

|] Number Part? pF TC  1MHz 10MHz 30MHz Each 
| 5 KVDC Rating 

] 580010-5 HT50T100 10 NPO 83 
| 
| 
} 


4.2 To $15.95 
# 580012-5 HT50T120 1 83 4.2 7.3 15.95 
Mf §©580020-5 HT50T200 20 83 4.2 Tes: 15.95 
MN §©6580025-5 HT50T250 25 83 4.9 79 15.95 
# 580028.5 HT50T280 28 83 49 7.9 15.95 
M §6©580030-5 HT50T300 30 1.00 5.0 8.0 15.95 
4 =©580037-5 HT50T370 37 1.20 5.0 8.3 15.95 
580040-5 HT50T400 40 net S16} 8.9 15.95 
# 580050-5 HT50T500 50 1.66 5.4 9.4 15.95 
| 2300898 Hrs0Te20 6 209 es gy Oe 
- 09 Sy af 5.95 ; rf 
580063-5 HT50T630 63 aot ae 55 97 15.95 io Nee Sri ae Ea enc: se Coo 
| 580067-5 _ HT50T670 67 2-16 55 97 15.95 apacitor body 1 x0.5"L. Mounting hole size: 62 
H 580075-5 © HT50T750 75 N-750 2.5 6.5 9.7 15.95 Part #: FEEDTHRU 680pF—6kv Special Buy $9.95 
W 580080-5 HT50T080 80 PAT 6.6 9.7 15.95 
580100-5 HT50T101 100 3.6 6.8 9.7 15.95 
H §580110-5 HT507T111 110 3.6 6.8 9.8 15.95 
# 580120-5 HT50T121 120 Shyi 6.9 9.9 15.95 
580140-5 HT501141 140 Sif 6.9 9.9 15.95 
580160-5 HT50T161 160 3.8 7.0 10.2 15.95 COHCSHSOKHSOSHSHOHOHSOCHSHOSOHHOROSSHOHESEEE®e 
580170-5 —H1507171 170 3.8 7.0 10.2 15.95 


980500-5 _HT50T501__—-500__—N-4700 use 580500-7 


581000-5 HHS58T102 1000  X5V 1.6 3.8 5.6 15.95 
7.5 KVDC Rating 

580005-7 HT50V050 5 83 4.2 73 $16.95 ; 
580012-7 HT50V120 12  NPO 93 40 73 16.95 
580020-7 HT50V200 20 83 46 27 16.95 Check RF Parts 
Bee oo mee ae , 
S80067-7 HIS0V670 67 2.16 55 97 18.95 Online Catalog 

J : | 


580100-7_ HT50V101 100 N-750 3.6 6.8 oe 16.95 
pide SoUvI). 120 9 BT ee BO oe 90 ee 516.05 


for additional 


580200-7 HT50V201 200 N-3300 2.8 Dail 6.9 17.95 
e030? HTsovett 310 big Cleat 71 meee eos 

Nao 52 8073 Capacitor inventory. 
581000-7 HH58V102 1000 X5V 1.6 3.8 5.6 16.95 


HT50 Series capacitors are also available as “pull-outs” (used). 
Please ask for availability and pricing. 


[ae 


www.rtparts.com 


Type 857, HT57, 15KV 


Type SPHT-60 


HT-57/HH57/857 Series 15 KVDC Rating 
These are our largest RF ceramic doorknob caps. 


1.187” Diameter x 1.89” Long e 10-32 Thread CERAMIC DOORKNOB CAPACITORS 
SE EMRPRSMEARY 8.2 pr Core ha Maram tome AEE HIGH VOLTAGE 
: 7Y 12 NP 10.1 11. 37.95 
570025-46 TErY250 25 : 166 13 125 ae _ERIE & MURATA 
| 570033-15  HT57Y330 33 1.85 11.7 12.7 37.95 Ideal for RF coupling & bypass and HV power supplies. 
| 570040-15 HT57Y400 40 3.00 12.0 12.8 37.95 
| 570050-15 _HT57Y500 50 3.33 12.5 13.0 37.95 ‘i 
570100-15  HT57Y101 100 N-750 38 14.1 13.7 39.95 met 
570200-15 _ HT57Y201 200 5.1 12.5 15.0 39.95 4 
570500-15 _HT57Y501 500 N4700 26 5.8 - 6.9 39.95 j 
571000-15  HT57Y102. —- 1000 ~—-X5T 24 3.8 5.4 47.95 2 
SPHT-60 (13KV) 60  NPO 5 12 15 23.95 | ERIE 1900 pF 15KV T.C. N4700 material, 1.5"OD x .75"L Large qty avail. $24.95 


QUANTITY PRICING AVAILABLE 28 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


= 


CATALOG 2004 MINIMUM ORDER: $25 


DIPPED SILVER MICA CAPS 


Approximate Size Shown 


Uy \e %3/e" 3 
CD19/DM19/DM20/CM06 
CD15/DM10/DM15/CM05 
Price Each Price Each 

pF WVDC 4-9 10-24 25-99 100 Our Part # Tol. pF 1-9 10-24 25-99 
2 500 $455 $ .45 $ .40 $ .30 DM19-10-1KV 10 : $1.80 

3 500 2 G 7 vi DM19-50 “ 50 a 

4 
5 


500 DM19-56 56 1.70 
500 DM19-62-1KV 62 4 
500 DM19-65 65 : Pspds 
500 DM19-75 15 ; 1.70 
500 DM19-180 
500 DM19-185 
500 b , DM19-220 
500 DM19-250-1KV 
DM19-270 
DM19-300 
DM19-330 
DM19-360-1KV 
DM19-370 
DM19-390-1KV 
DM19-430 
DM19-470 
DM19-560-CL 
DM19-560 
DM15-62 DM19-620 
DM15-68 ; DM19-665 
DM15-75 DM19-680F-CL 
DM15-82 ° DM19-750 
DM15-91 DM19-760 
DM15-110 y DM19-787-1 
DM15-130 DM19-865 
DM15-144-CL ; DM19-910 
DM15-150 DM19-1000-F 
DM10-160 ‘ : : 3 : DM19-1000 
DM15-180 i DM19-1090-CL 
DM10-200 DM19-1100 
DM15-220 DM19-1200 
DM15-240 DM19-1300 
DM15-270 .80 4 DM19-1350 
DM15-300 4 e DM19-1800 
DM15-330 95 75 DM19-2000 
DM15-390 1.00 85 ; DM19-2200 
Price Each ein ne 
DM15-420-3 i 1.20 A 5 DM19-3300 
DM15-430 1.20 DM19-3900 
DM15-470 1.20 DM19-4000 
DM15-500-CL 1.60 DM19-4300 
DM15-510 5 1.60 DM19-4700 
DM15-560 1.60 DM19-4700-CL 
DM15-620 1.40 DM19-5000 
DM15-680 1.60 : DM19-6000 
DM15-681 ; 1.60 DM19-6200 
DM15-750 j 1.60 y E DM19-6800 
DM15-820 2.00 ; DM20-900-1KV 
DM15-910 DM20-1300 
DM15-1000 2.20 1.95 | 1.5 DM20-1500 
DM15-1100 2.30 2.15 85 1.30 DM20-2200 
CL = Cut Leads 1/2” length DM20-6000 


DM30-10000 5% 
Please check our online Catalog for up-to-date parts listing: WWW. rfparts. com DM30-20000 . 


DM15-47-CL 
DM15-49-CL 
DM15-51 
DM15-56 


ap Our Lead Price Each 
Part # uF Style Mfg. 1-9 10-24 25-99 
EDST-1.0/35 1. Al - $ 125 # $22 
EDST-1.0/50 1. At AVX .40 05 
EDST-1.5/50 1. Al .40 Pho) 
EDST-2.2/25 2. Al AS 22 
EDST-3.3/16 3. E2 25 


* Maximum seated height is identical Enea length for units ordered with Lead Style "A1". EDST-4.7/35 iS E2 50 
Cc Di t fea Seated Height Case Di mle ee SiN Hei o ae Ee 45 
ase iame " i i 

ie Ea E 8 
= Al - 1.10 

Age: .280 : re 400 460 
196 300 ‘ 492 552 EDST-22/16 E2 Matsuo .45 
216 360 380 650 710 EDST-68/15 E3 = 1.50 


QUANTITY PRICING AVAILABLE 29 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


Case Style 
J101-(pF) 


Case A 
Flat Mount 
No Solder Tabs 
on Case 


J101-(pF) B 


Solder Tabs 


J101-(pF) C 


J101-(pF) F 


) ’ 
g 8 


J602-(pF) 


Miniature 
Flat Mount 


39 


“77 Perce raat 


QUANTITY PRICING AVAILABLE 


Horizontal Mount w/thru-hole 


62 82 91 
0 140 220 240 


J101 Dimensions 


Values Stocked (pF) 


82 
86 
91 
100 
112 
125 

330 360 

350 390 470 

780 1000 

820 

1500 1525 


50 its 125 
51 100 150 
62 110 175 
68 120 220 


Note: Case Solder Tabs may be trimmed from 
“B” style to make “A” style part. 


Vertical Mount. MCM02-001 


Flat Mount feedthru, no solder tabs. MCM01-003 


63 123 140 
70 130 160 


20 2h 
22 30 


24 33 
25 35 


68 90 100 


120 


30 


MINIMUM ORDER: $25 


METAL CASED MICA CAPS 


Manufactured by UNELCO, SEMCO, etc. Standard tolerance +5% 


130 
150 
160 


180 
200 
220 


400 500 


180 


Vertical Mount with thru-hole mounting. MCM01-100 


13 250 


~- 
© 


$1.50 


$1.65 


$1.75 


$1.95 


$1.50 


$1.65 


$1.85 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


$1.75 $1.70 


$1.50 $1.35 


$1.65 $1.35 
a 


$1.75 $1.65 


$2.30 $2.15 


The Order Number for metal cased mica caps is the style (J101 or J602), followed by pF value and case style. 
Exception: flat mount case without tabs has no case style letter following pF value. 


Sire 


J602 Dimensions 


Price Each 
10-24 


$1.35 


$1.50 


$1.65 
$1.85 


$1.35 
Dice 


25-99 
$1.25 


$1.40 


$1.60 


$1.75 


$1.25 


$1.25 


$1.70 


$1.65 


$1.25 


$1.35 


$1.30 


$1.55 


$2.00 


CATALOG 2004 


100-299 
$1.25 


$1.40 


$1.55 


$1.65 


$1.25 


$1.25 


$1.70 


$1.65 


$1.25 


$1.25 


$1.25 


$1.55 


$2.00 


CATALOG 2004 MINIMUM ORDER: $25 


COMPRESSION MICA TRIMMERS VARIABLE TUNING CAPACITOR 


Dimensions shown DO NOT include tuning shaft. 


4 [pm Part #: C350-6 
2 = =. Sections: 1 
Serene Types 30, 30L, 30M, 30HV Min/Max Cap pF: 25-350 
; Type 46 Approximate Size Shown Total Plates: 45 
LARGE TYPE 30 Plate Spacing: 0.125 
250VDC/S00VDC TEST Peak Volts: Pi steh hoes : 
P/N Min/Max 1-5 6-up Oana M4 x Hx L: vat as a 
302 15-130 use 302M ep eacn. 95 eac 
: 303 65-340 $4.70 $4.20 
Tees 304 «118-550 use 304M 
Sceeem =©=©6JOHNSON VERTICAL PC MOUNT 
Wet Mee § AIR VARIABLE CAPACITOR-TYPE U 
U0 VDC/SSOVDE TEST 309 550-1600 use 310M 
io Minas (12 eu | aio: 650-1890 use 310M Total». BR” Length ne 
es We ee ee 311 780-2110 : ‘ Part # Plates Min-Max (inches) WVDC 1-9  10-up 
ie ae BEE yoo | 314 1300-18900 750 690 | 105015 4 1.2.42 0.42 925 $225 $2.00 
404 12-65 290 275 | 31% 1400-3055 7.95 7.55 | 199.602.0293 6 13-67 047 325 2.25 2,00 
750317-3 1.95 1.65 LARGE TYPE 30-M (189-502-5) 
405 10-80 2.90 2.65 500VDC/1000V TEST 189-503-004 8 1492 052 325 305. 375 


406 25-115 DOnr - 2:70 302M 15-120 $4.60 $4.20 189-503-45 8 Loe Oe be Sed. 4 2.08 


GMA20600 25-115 9.95... 2°70 303M 65-320 490 4.40 189-503-25 — Same as above. . 


= 305M 180-690 535 455 | 1895045 10 15-116 057 325 225 


eh $1.50 $1.95 308M 425-1260 6.40 5.75 189-504-222 10 12521 1G me! nee 2.25 
421 2-25 1.50 1.35 309M 525-1415 6.65 5.95 OEM Quantities Available. 

128-048 9-30 1.50 1.35 310M 615-1600 6.90 6.25 

409 7-40 1.50 1.35 311M 730-1785 7.25 6.60 

T51317-5 5-80 1.75 1.50 312M —- 800-1970 use 313M 

423 16-100 1.70 1.60 313M 1000-2155 7.60 6.95 

424 25-150 1.95 1.80 314M ~—- 1100-2340 8.30 7.60 


A4204424 25-150 1:95 1.80 315M 1200-2525 9.00 8.30 
425 40-200 Zul E95 


427 75-300 2.35 2.15 
428 95-350 2.50 2.30 
429 115-400 2.85 2.60 J 
4211 150-500 3.25 2.90 
4213 200-600 3.50 3.20 c~ 
4215 240-700 3.90 3.50 ~~ 

TYPE 46 & 46X L 30 Series with Shaft 
460 1.5-15 $1.40 $1.30 : 
461 2.7-40 1.40 1.30 LARGE TYPE L 30 
Me Sicko. ce ae ad od PINES. te MAM State 6 
GMC40201 10-80 idee Pet oO eae ae 
463 20-180 1.40 1.30 L305 190-760 5.95 5.50 | Our Min/Max Total Plate Peak Overall Net 
GMB40400 25-280 1.40 1.30 L314 1300-1890 8.80 : Part# Fig. Sec's CappF. Plates Spacing Volts WxHxL Each 
464 45-280 1.40 1.30 L310M 615-1600 7.90 : 
465 75-380 180 150 | L315M 1200-2505 1000 - 2 ee gD ea 10-385 = 81.015 250V1.4x2.5x1.2 $12.95 
466 105-480 1.80 1.50 J310 56-36 D 1 15-410 35 015 = 250V_—s-1.4x1.6x1.2 12.95 
466X 105-480 1.80 1.50 J314 1300-1890 8.80 2 X480-1 D 14-360 .010 250V—-1.4x1.6x1.2 10.95 
467 140-580 1.80 1.50 
468 175-680 1.90 1.75 LARGE TYPE 30-HV 29004 Ej(v) 2 10-270 015 250V 5:1 vernier drive 19.95 
469 ete 1.90 1.75 2500VDC/2700VDC TEST CN156 E 2 10-185, 10-330 015 = 250V—-1.5x1.7x1.8 9.95 
4611 0-100 3.25 2.70 P/N Min/Max 1-5 6-u 
4613 340-1200 3.35 3.00 ” 074-062 E 2 10-365, 10-365 015 250V—-1.8x2.1x2.2 16.95 

L302HV =: 10-48 $9.95 $8.95 : 
4614 380-1300 3.45 3.10 L303HV 45-105 10.45 9.45 X764 F 3 38x 10-365 015 250V Palomar/Pride 19.95 
4615 420-1400 3.55 3.30 ; 
L305HV 95-230 11:45, 10/25 

Note: Part Numbers shown are generic. L307HV 170-350 12.95 11.65 2 and 3 section capacitors: connect sections in parallel for maximum capacitance. 


Some variation may exist in part numbers All L Series trimmers are supplied with 1%” | Shield between sections not available in X764 & CN156. 
between various manufacturers. screw shaft. 


QUANTITY PRICING AVAILABLE 31 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 


VARIABLE TUNING & LOAD CAPACITORS 


Dimensions shown on this page DO NOT include tuning shaft 


CATALOG 2004 


The M-73 is a high-voltage, heavy-wattage, continuous duty capacitor. Insulation between rotor and 
Stator is achieved through 1” thick, high quality, military spec ceramics riveted to the plated steel end 
plates. These end plates are tied together by solid aluminum and brass bars, forming a rigid struc- 
ture. The rotor rides on ball bearings housed between the front end plate and the stainless steel shaft. 
Blades are heavy .030” thick aluminum. 


Min/Max Total Plate Peak Overall Net 

Our Part # Fig. Sec's Cap pF. Plates Spacing Volts WxHxL Each 
73-112-15S* A 1 14-70 15 .118 4500v 2,0 X2.6°X3.3" $49.95 
73-175-17 A 1 10-110 V7. .060 2800V 2.0°X2.6"X4” 49.95 
73-180-35/26-131A A 1 20-215 30 .080 3600V 2.6”x2.6”x6.2” 59.95 
73-145-25 A 1 20-240 27 045 2000V 2.6”x2.6"x3.6” 49.95 
73-1100-49 A 1 20-240 49 .090 4000V 2.6"x2.6”x8.5” 59.95 
73-1100-54 A 1 35-280 54 .100 4400V 2.6”x2.6"x9.3” 54.95 
73-132-53 A 1 25-840 DS .030 1200V ROEX2 OLXOu a 59.95 
73-1-13 A 1 11-65 13 .090 4000V 2.6”X2.6"x3.6” 49.95 
73-1-9 A 1 10-33 9 135 5000V 2.6”x2.6”x3.6” 49.95 
20-160 H 2 10-70/10-90 34 .065 2500V 3°X2.2"x4.6” 29.95 
47-887 H 2 22-430, 25-457 40 .030 1200V 4:1°x3.5°x3.6" 32.95 
Length includes mounting feet. Has tapped holes in front endplate for mounting. 


Min/Max Total Plate Peak Overall Net 


Our Part # Fig. Sec's Cap pF. Plates Spacing Volts WxHxL Each 
48APL41S L 1 4-41 15 .048 2000V 1.5"x1.4"x1.5” $15.85 
22935 G 1 9-35 18 .065 3000V 1.5°x1.7°x3.4” 27.95 
22950 G 1 12-50 26 .065 3000V Ux BSiey 27.95 
MCA140S C 1 10-140 - .032 1200V HO. XIX teh 24.95 
149-1 C 1 5-20 3 .03 1200V 1-6 °X1 7 “X27 19.95 
19100 Cc 1 7-100 13 .032 1200V ne OMxG 7X2 19.95 
20APL300DE* APL 1 12-300 49 .020 1200V 1.4”x2.5"x1.3” 23.95 


(Note: 20APL300S is the same capacitor as “DE” version, but with second end plate for added strength.) 


Shaft Min/Max Total Plate Peak Overall Net 

Our Part# Fig. Diameter Sec's Cap pF. Plates Spacing Volts WxHxL Each 
CT10042G J Ms 1 5-45 12 016 250V 0.9?x12"x1.2”) $12.95 
48B084E B YA 1 7-140 39 .016 250V Tx12 xe. 12.95 
29515 B Sh16 1 2-12 5 025 500V 0.6”x0.8"x0.6” 4.95 
158-132-3 B $16 1 3-50 21 025 500V Megane S Raid 12.95 
5-54 | - 1 3-30 15 032 1200V 1 Xdeeeklad 7 8.70 
54915544 | - 1 4-50 19 .016 250V OBrxO.97x12. 4.95 
148-206 | butterfly 2 5-80 - 015 250V O.8 et Xan/.) bo .LU 
148-306 | differential 2 5-110 = .015 250V OS: Xda Xd/see LOULO 
5M11 J $16 1 0.5-5 5 .016 250V 0.5”x0.7"x0.8” 8.95 
160.102.1 J 3/16 1 0.5-5 S 025 500V 0.6.x0.7x0.8 5.95 
15M11 J S/16 1 1-15 ils: .016 250V 8.95 
CT20111S J - 1 6-115 38 .020 500V 0.9"x1.2”x2.0” 12.95 
CT10042G J MA 1 5-45 12 .016 250V 0.9°XT 2 Nee a le.95 
T9-5 (187-109.5)slot/pcb 5-11 19 .010 250V_ 0.28” dia.x0.6” 1250 


054-074 B 1 5-26 18 .045 1500V TXT2x1 87 9.30 


Improved version of Heath 26-131 to reduce tendency of arc-over. Direct replacement, no changes necessary. 
Part #: 73-180-35 / 26-131A $59.95 ea. 
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CATALOG 2004 


Part # 


RAD1500-15 
RAD470-16 
VPR162 
VPR232 
3300-16 
504D 

470-40 
100-25 


MINIMUM ORDER: $25 


HEAVY DUTY FILTER CAPACITORS 


QUALITY FILTER CAPACITORS 
RADIAL LEAD 


Mfg. 
CDE 
NICHICON 
MALLORY 
MALLORY 
NICHICON 
SPRAGUE 
CHEMICON 
NICHICON 


uF 


WVDC 


Net 


ike) 
16 
16 
16 
16 
25 
40 
25 


DxL(in.) 
eOxae2 
0.4 x 0.8 
0.8x1.8 
0.9x1.7 
0.9x1.6 
0.4x0.6 
0.6x1.6 
0.4x0.7 


$3.00 
40 
1.25 


TWIST MOUNT METAL CAN 
ELECTROLYTIC CAPACITORS 


SINGLE SECTION 
Mfg. uF WVDC 
SPRAGUE 350 
SPRAGUE 400 
CDE 450 
SPRAGUE 450 
MALLORY 450 


Net 
£395 
8.95 


DxL(in.) 
1.4x4.0 


1.0x2.5 

0.8x2.0 8.95 

1.4x2.0 11.95 
use TVLU1775 


TVL1645 
290-0190 
UP1AJ57 
TVL1730 
FP155 (Heathkit) 


SPRAGUE 475 
SPRAGUE 125+20% 500 


DUAL SECTION 
SANGAMO 20-20 450 
MALLORY 80-50 475 


FOUR SECTION 
031-464 SPRAGUE 40-20-10-10 450-450-400-350 1.4x2.5 
270099-24 MALLORY  100-50-10-25 350-350-300-25 1.4x2.5 
Twist Mount Can Phenolic Mounting Plates for 1.4” Can 


1.4x2.0 9:95 
1.4x4.0 19.95 


TVL1820 
TVLU1775 


0.7x1.0 
0.4x0.8 
OFX 
0.6x1.8 
0.7x1.2 
ON7xdeS 
0.5x1.625 


1000-25 25 
1C220-35 35 
RAD470-100 100 
RAD15-250 250 
RAD47-250 250 
RAD47-350 350 
UVZ2G181MRCH3 400 


1.0x2.5 
1.4x3.5 


$13.95 
17.95 


183-1262 
FP-266 


NICH 
13.95 


9.95 
.90 


COMPUTER GRADE 


CYLINDRICAL ELECTROLYTICS SNAP LOCK CAN 


ELECTROLYTIC CAPACITORS 


(PC MOUNTS) SINGLE SECTION 


a Designed for long life and high ripple current. 
e 
$4.95 
4.95 
14.95 
8.95 
12.95 
7.95 
8.99 
8.95 
14.95 
14.95 
15.95 
13.95 
7.85 
11.95 
9.95 
9.90 
17.95 
13.95 


Part # 


36D213G015 
32DX6906 

CG (Atlas) 
36D12000-40 
CGS153U050 
36D8229P 
36D461F350 
CGS102T350V4C 
58.8084.5 
1609A52 
3186GH222T 
32D10015 
CGS101T450R2C 
CGS141T450R3C MALLORY 
CGS211T450R4C MALLORY 
DCMC271T450AA2B CORNELL 
36DA450-450 CHEMICON 
36DX660F450 CHEMICON 


Mfg. uF WVDC _ DxL(in.) 


SPRAGUE 21000 15 2.0 x 3.2 
SPRAGUE 8200 25 1.4x3.2 
MALLORY 40000 25 3.0x3.7 
SPRAGUE 12000 40 2.0x4.2 
MALLORY ~~ 15000 50 2.0x4.2 
SPRAGUE 240 300 1.4x3.2 
SPRAGUE 460 350 2.0x4.2 
MALLORY 1000 350 
510 400 
2200 400 
2200 400 
450 400 
100 450 
140 450 
210 450 
270 450 
450 450 
660 450 


RF Parts 
Part Number 
S$LC470-100 


DxL 
(mm) 


35 x 51 
35 x 51 
35 x 63 
30 x 51 
25 x 51 
30 x 47 
25 x 30 
35 x 41 
30 x 41 
35 x 51 
40 x 41 
25 x 31 
30 x 41 
35 x 35 


Net 

Each 
$3.95 
3.30 
3.95 
4.50 
3.00 
2.95 
3.30 
3.95 
3.55 
3.70 
5.30 
4.00 
3.00 
3.50 
4.50 


Ripple 

WVDC (A) 

100 

200 2.2 

250 1.8 

250 

400 1.0 

400 0.88 

400 1:2 

450 

400 

450 

450 

450 

450 

450 

450 


Mfg. ll 

470 
1000 
680 
1200 
220 
220 
330 


NICH 105 
PANASONIC 105 
SPRAGUE 85 
ELNA 105 
NICH 105 
NICH 85 
NICH 105 120 
NICH 105 390 
NICH 85 
NICH 470 
MARCOM 105 470 
NICH 105 120 
NICH 85 220 
NICH ho AN, 


TSHN680-250 
82D122P250 
LP3J400U221 
LGK2G221MHSA 
LGQ2G331MHSB 
LGU2W121MHLA 
LLK3W390MHSB 
LLQ2W221MHLBCZ 
LLK2W471MHSB 
MAR470-450 
LGU2W121MHLA 
LLQ2W221MHLB 
LLQ2W271MHSC 


2.0x4.2 
3.0 x 5.6 
3.0x5.7 
2.0x3.2 
1.4x2.5 
1.4x2.5 
1.4x4.2 
1.4x2.4 
ZLOIXES re 
CE DEXGSLe 


SPRAGUE 
MALLORY 


HEAVY DUTY FILTER CAPS 
AXIAL LEAD 


Part # 


TVA1613 

TC69 
WBR100-350 
WBR160-350 
2HR2WAB226T 
53D33-450 
WBR40-450 
TC80 

183-1567 
TC807 


WVDC 


350 
350 
350 
350 
450 
450 
450 
450 
450 


Mfg. 
SPRAGUE 
MALLORY 

CDE 

CDE 
SAMHWA 
SPRAGUE 

CDE 
MALLORY 
SPRAGUE 
MALLORY 450 0.9x3.1 
SPRAGUE 450 1.0 x 3.6 


Best Heavy Duty axial lead filter for linears : 
WBR100-450 CDE 100 450  1.0x3.5 10.98 
WBR160-450 CDE 160 
WBR60-500 CDE 60 


TC100-500 AX TECH-CAP 100 
WBR60-500 CDE 60 


DxL(in.) 
0.9x2.1 

0.9x2.6 
1.0x2.0 
1.2x3.6 
0.6x1.6 
0.8x1.6 
0.9x2.0 
1.0x3.0 

1.0x3.625 


Net 


$ .70 
1.95 
1.10 
1.10 

55 
1.75 
1.45 
2.25 
1.50 
1.00 
2.50 
4.35 
3.00 


DxL(in.) 
0.7x1.6 
0.8x1.7 
0.7x1.6 
To Alere 
0.4x1.2 
0.7x1.4 
0.9x1.6 
OF5xi-5 
0.6x1.2 
OFX tee 
Tealxe2 
1.0x3.6 
0.6x1.25 


Mfg. 
RUBYCON 
TONYU 
SPRAGUE 
TC 
ARCOLYTIC 
SIEMENS 
2200-25 NICHICON 

WBR100-50 CDE 
1C1000-50 IC 
100-100 RUBYCON 
BR200-150 CDE 200 
39D300-250 SPRAGUE 300 
ECG33-350 ECG 33 


1000-16 
10000-16 
501D 
4QK 
200ME 
KEA601 


1000 
10000 
2200 
4700 
200 
1000 
2200 
100 
1000 
100 
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WIREWOUND POWER RESISTORS COMET VACUUM CAPACITORS 


Very High Quality == as? Ideal for “Glitch”, Bleeder, 
Vitreous Enameled Pa . and Equalizing Applications. 


A listing of Heavy Duty Wirewound Power Resistors can be found 
on our website: 


www.rfparts.com 


METAL OXIDE RESISTORS 


« t t4 
< ae 


Flame Proof ¢ Non-Inductive = _— ss ee | 1 - 
Power Pack Price lg. Pack Price ; we = he a = fee, 


Part # Rating | Quantity Sm.Pack | Quantity Lg. Pack V4 ee ef pron 4-4 | 


R.25-( ) Yaw 10 $1.30 200 $10.00 / Comet manufactures more than 300 basic types of vacuum capacitors, 
R.5-( Yow 10 1.30 5.06 covering: 


he a re os * Capacitance ranges from 3 to 6600pF 
Ass 2 ae : f/f ¢ Current ratings up to 1000 Amperes 


° Peak test voltages up to 90000 Volts 


4w now rated at 5w 
) = Resistance, Ohms For performance reasons, all Comet capacitors are exclusively made 

; f with metal-ceramic envelopes. This permits them to withstand higher 

as Watt 5% values available: thermal and mechanical loads compared to glass types. Comet vacuum 

5 4 capacitors, within their technical specifications, will grant you excellent 

56 and long-lasting service. 
6.2 Different types and executions of Comet vacuum capacitors are made, 
6.8 and large numbers are available. Check our website for specifications: 


7.5 www.rfparts.com/cometcaps.html 


af or contact us directly with your requirements: 800-737-2787 
2 Watt 5% values available: 
220 2.2K 


300 4.7K HI VOLTAGE CAPACITOR 


330 5.6K 
390 6.8K 


560 7.5K “eZ o2.Ui) 4500 VDE 
WO eeraie. 1K NEW! > GE DIELEKTROL VII 


5 Watt 5% values available: 
51 68 100 200 390 56K 33K 47K 100K A. 
This non-PCB Capacitor is new stock manufactured by 


General Electric in the USA. We bought these capacitors as 
excess inventory at the end of a production run. 


Carbon Composition 
Old style non-inductive resistor often used to make parasitic resistors. 
2 watt 
1 watt 6.8) 22) $3. 62 120 180 


40 12 33 51 120 180 12 27 36 68 130 270 
1 watt Part #: CR1-(_) $1.00 each 15 30 39 82 150 


2 watt Part #: CR2-() $2.00 each 


Carbon Composition style, 1 & 2 watt resistors are available in limited supply. A ‘ 
Dimensions: 


METER SHUNT RESISTOR for HEATHKIT 3 3/4” x 4 1/2” x 10 3/4” 
Bp aan weight 9 Ibs. 


0.829 5% Wirewound, vitreous enameled, axial lead. Rated 7w. Part #: 
Replaces 2w resistors in SB220/SB221. A28F2023 G11 


Part #: R7-0.82 $1.90/Pack of 2 


WIREWOUND POWER RESISTORS Deuce: 


$288.00 
“Cement” Style 


: RF Parts Special: 
5 Watt Size: 3/8”x3/8"x7/8” $94.95 ea. 


meas: wot) Dos, 0.51,°0,.2,. 1472, 5 15, 20,30, 40°"50, 100. 
Part #: RSQ5-(_ ) Pack of 5 pieces (one value) $2.50 
10 Watt Size: 3/8”x3/8"x1 7/8” 
Values: .036, 1, 2, 10, 15, 20, 25, 30, 75, 10K-CL, 12K-CL, 20K-CL. 

Part #: RSQ10-(_ ) Pack of 5 pieces (one value) $3.50 
20 Watt Size: 1/2”x1/2x2 3/8” 
Part #: SQP20-30Q $ .90 ea. 


-CL = Cut Leads for board insertion. 
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SINGLE WINDING CHOKES 


MINIMUM ORDER: $25 


HIGH VOLTAGE RF CHOKES 
FOR TUBE AMPLIFIERS 


Ma. LxW(in.) MHz 


Fig. 


1-9 10-24 


1000 6x5 
2X "he 
1% X Se 
1X %/oe 
wx Fhe 
aX “he 
Vo x S30 


680 
600 
1000 
1100 
1700 
4000 


3-20 
7-35 
20-60 
35-110 
80-200 
160-350 
820-520 


1/8 x 1/4 
1/8 x 3/16 
1/8 x 7/32 
1/8 x 5/16 
1/8 x 3/8 


A 


$17.95 .. — 
8.95 8.65 
6.95 - 6:75 
3.95) 153.75 
3.50 2.80 
8.50 2.80 
3.50 2.80 


4) 
KI Ne 
WN: y 


MULTILAYER CHOKES 
Classic chokes manufactured by 
Miller, National, Hammond, etc. 


Part # mH 10-24 


2807 100uH 
1535 2.5mH 
34100 2.5mH 
4021162 2.5mH 


LxD(in.) Fig. 1-9 


%x%s G $3.95 $3.65 
Hex2i6 = =F 3.40 25) 
24X% J 12.95 — 
1x% H 6.95 5.95 


Choke Size Chart (DxL, Inches) 


F 


G 
H 
| 


1/8 x 7/16 
1/8 x 9/16 
3/16 x 1/2 
3/16 x 9/16 


COILED RF CHOKES/INDUCTORS 


Part #: 


RFC.12-400 
RFC.18-200 
RFC.22-400 
RFC.39-2A 
RFC.47-200 
RFC.7-2A 
RFC1.0-2A 
RFC1.2-2A 
RFC2.7-200 
RFC3.0-800 
RFC3.3-800 
RFC4.9-15A 
RFC5.6-632 
RFC10-400 
RFC10-2A 
RFC12-2A 
RFC15-4A 
RFC17-400 
RFC22-400 
RFC24-800 
RFC30-2A 
RFC33-300 


RFC120-200 
RFC150-250 


RFC220-80 


RFC1mh-79 1 mh 
RFC1mh-100 1 mh 


QUANTITY PRICING AVAILABLE 


UH 


1-9 10-24 


J 7/32.x 1/2 N 
K 1/4x3/8 O 
L 1/44x9/16 P 
M 1/4x 3/4 Q 


5/16 x 1/2 
5/16 x 1 3/8 
1/2 x 5/8 
1/2 x 1 1/4 
R 1/4x1 


MOLDED RF CHOKES/INDUCTORS 
Part #: UH Ma. Size Fig. 1-9 10-24 


0.12 
0.18 
0.22 
0.39 
0.47 
0.7 
1.0 
1.2 
ae 
3.0 
3.3 
4.9 
5.6 
10 
10 
12 
1 
17 


120 
150 
220 


Ma. Size Fig. 


400 
200 
400 
2A 
200 
2A 
2A 
2A 
200 
800 
800 


632 
400 
2A 
2A 
4A 
400 
400 
800 
2A 
300 
200 
250 
80 
79 


OF = ss Oo SiS mem mh SS ao = iO es | 


cae iigie oe ae) 


D 


GEO, OST Oe Seo Oe Se) SO Sse Ooo oOo Uo a 


$ .75 $ .60 
Se 860 
cro. 260 
vin = 00 
whose s00 
Oo" «60 
aol. 260 
flo = .60 
19. .60 
poo .60 
Tice all) 


ou. .6O 
hom (60 
L5e1.60 
sip’ 60 
3000. 2.70 
75 .60 
use 17 uh 
45/5%21.45 
295 2:1 
4.95 


RFCM.15-1100 0.15 1100 M $1.50 $1.20 
RFCM.22-935 0.22 935 100-51.20 
RFCM.33-700 0.33 700 1.50 1.20 
RFCM.47-565 0.47 565 2.50 2.00 
RFCM.56-490 0.56 490 1.50 1.20 
RFCM.62-100 0.62 100 1.50 1.20 
RFCM.82-380 0.82 380 1.50 1.20 
RFCM1.0-900 1.0 900 1009120 
RFCM1.5-835 1.5 835 13502 1.20 
RFCM2.2-665 2.2 665 1:50" 1.20 
RFCM2.7-535 2.7 535 2.50 2.00 
RFCM3.0-600 3.0 600 2.50 2.00 
RFCM3.3-300 3.3 300 1.50 1.20 
RFCM4.7-380 4.7 380 2.50 2.00 
RFCM10-250 10 250 1.50 1.20 
RFCM12-205 12 205 1.503120 
RFCM15-325 15 325 1.50 1.20 
RFCM22-295 295 2.50 2.00 
RFCOM22-335 335 75 ...60 
RFCM22-1000 1000 2.20 2.00 
RFCM33-200 200 2.50 2.00 
RFCM43-172 172 150 94:20 
RFCM62-100 100 1.50 1.20 
RFCM100-160 100 160 2.60. 2:26 
RFCM390-100 390 100 2.80 2.50 
RFCM470-420 470 420 2.50 2.00 
RFCM10mh-5010mh 50 3.20 2.55 


2) 22S IS Pa BIE vet KS SESS fi es es ey Se ae eg ees es oe 
SS a Oe SS SS SOS 


GROUNDED GRID 
FILAMENT CHOKES 


Bifilar wound, Broadband Filament Chokes. 
Suitable for 3-500Z, 3-500ZG,3-1000A, 
3CX800A7, 3CX3000A7, 8877, 833, etc. 


Lx OD 
6” Xx 0.7” 


Part Number 
FILRFC-30 


Price 
$17.95 


Specifications 
30A,1.8-30 MHz 


HIGH POWER 
TRANSMITTER CHOKES 


1.8-30 MHz Amateur Bands 
including WARC. 


Ideal for amplifiers using 
811A, 572B, 813, 833, 
3-500Z, 8877, 3CX800A7, 
4CX1500B, etc. 


Used extensively in 
Ameritron and similar 
linear amps. 


1.5A, 4 KV max, 225 uH 
Size: 5 5/8” L x 1” diameter 
Ceramic form 


Part #: RFC-3 $24.95 


VK200-STYLE 
FERRITE CHOKES 


3 Turns 
Impedance: 50MHz 8000 
100MHz 5500 


Part #: VK200-3A = Axial Fig. H 
Part #: VK200-3R Radial Fig. | 


$3.00/Pack 5 


Part # uH 


T50-1R8J 1.8 
T50-8R2J 8.2 
T50-100J = 10 
T50-120J 12 
T50-180J 18 
T50-220J 22 
T50-270J 27 
T50-330J 33 
T50-390J 39 
470-J470J 47 
T50-150J 50 


Res. O Part # 


T50-560J 
T50-680J 
T50-101J 
T50-121J 
T50-151J 
T50-181J 
T50-331J 
T50-471J 
T50-471K 
T50-102J 
7RA-562J 


OT OES, ee ae 


Price is per value, no mixing. 


Sa Ni oe Ole 


Price Each 
5-99 100 500 
50 35 30 
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FILAMENT — HIGH CURRENT LOW VOLTAGE TRANSFORMERS 
TRANSFORMERS Ideal transformers for tube filament or DC power supplies. 


All transformer secondaries have centertap. Primary 117 VAC / 60 cps. 


14-16 VAC 35 Amps CCS 
Class 180 HT 180° Rating 
Tapped primary 120 VAC permits adjustment 
of final output voltage. Ideal for 12-20 VDC 
power supplies. Transformer will provide up 
to 70A on intermittent basis such as required 
by linear amplifiers. Ideal as filament 
transformer for YC156, 3CPX5000A7, 
3CX15000B7, and other tubes not requiring 


Part # Fig. VCT Amps HxWxL Mtg. Ctrs Lbs. Net Ea. 
671122 A 12.6 2 1/5 X 1% x 25, 2 3/8” 0.8 $5.95 


a filament centertap. See note at bottom of NP Aa yee SM hex V2 x 28he ae ROR «095 
column for centertap information. (Use a 671124 C 12.6 4 2x2 xo%, 23/4 14 ee 
small variac if fine voltage adjustment is prliz E 126 4 gaa mee 18 oe 
Bree eet 671241 A 24.0 1 2, x 2'/y x 34/e 23/8” 0.8 5.95 
paulred.) Weight: 13.5 Ibs. Brigden eV 240 2 2x2x3% 213/16" ie "9.85 
Size: 334”H x 4%”W x 4%’D. 671243 D 24.0 3 21, xX 23g X 31/5 3 1/8” 24 11.95 
Part #: 4307001 Special Price: $49.95 ea. 671244 D 24.0 4 25/g X 211, X 41g 3 1/2” 25 13.35 
ae 671245 OE 24.0 5 Dlg X Q"Ip x Al/g 33/4” 34 14.95 

4 piece Case Price: $47.95 ea. 671483 «E 48.0 3 25), X 25/4 x 41 35/8” 36 19.95 


Length includes mounting feet. 


7.5/15 VAC 35 Amps CCS 


tne plete REPLACEMENT PARTS 
LS FOR SPECIAL HAM RADIO EQUIPMENT 


output voltage. Primary 120 VAC, provides 

7.5 VAC @ 35 Amps. Ideal for High power y Ss” | 

transmitting tubes, i.e. 3CX1200A7, i) nN a= 
3-1000Z, 4PR1000A, 4-1000A, etc. Use \ : 

small Variac or Rheostat for fine voltage 
adjustment. Use two of these transformers 
to give 7.5 VAC at 70 Amps. Ideal for the aes 
3CX3000A7, 3CX6000A7, etc. (Use bridging ~ 
transformer.) 


When operated on 240 VAC, 15 VAC avail- 
able. Ideal for 12 VDC power supplies. 


PRIDE DX300 & KW-1 


Weight: 13.5 lbs. Size: 41%2”H x 334”W x 4%”D. Blower, Special High Output #87-1250-00 $39.95 
. ; L.V. P.S. Board, blank #82-0300-02B 15.00 
Part #: 4300009 Special Price: $43.95 ea. L.V.P.S. Board, assembled #82-0300-02A Call 
4 piece Case price: $41.95 ea. Potentiometer 500 Ohm/4 W #18-5001-02 14.95 
H.V. P.S. Board, blank #82-0300-01 10.00 
H.V. P.S. Board Assembly #1 #82-0300-01-1 Call 
13 VAC 25 Amps H.V. PS. Board Assembly #2 #82-0300-01-2 Call 
120 VAC primary. Will provide 25A continu- KW-1 Input PCB, blank #82-4000-01 30.00 
ous, and up to 50A on intermittent basis such eee Input PCB, oan ee ice a 30.00 
j i ifj 100/P150 preamp PCB blan #0100- 9.50 
* cae etd Spiele Cee x 3%’D P100/P150 assembled preamp #0100-03A 27.00 
ide BSE wigliSag ar P100/P150 preamp assembly w/rel. #0100-03AR 44.60 
Part #: 5900589 Special Price: $31.95 ea. 9:1 Input Transformer #01-0300-22 4.50 
Plate Transformer, H.V. #25-0300-01 109.90 
. if : } 4 1800VAC 500mA/2000VDC Bridge 4CX250B, 125VAC Primary 
An equivalent centertap (for amplifier bias circuit) may be added to these Transformer/Fil.+L.V. #25-0300-02 39.95 
transformers by adding a 3 amp centertapped “bridging transformer’ across 550VAC CT +6VAC Fil 4CX250B, 3 lbs. 

the low voltage winding. Use our part #671123. (No connection to the 117 Cabinet Cover: DX-300 & KW-1 #DX-300COV 25.00 

volt terminals.) MISCELLANEOUS 
Crystal, 100 KC Palomar/Atlas/Swan $15.00 
ATLAS 210/215 Series: Meter, Black Face 17.50 
ATLAS 350XL P.A. Driver Mod info N/C 
ATLAS 120/240 VAC Power Transformer #210/215 47.75 
Palomar P.S. Filter Board, blank #90/350PS 8.95 


Palomar P.S. Filter Board, blank #321PS 8.95 


Basic designs for use in Amateur Radio Linears 
All Transformers 120 VAC, 60 cy primary. 


Part # Fig. VRMS VDC MA Filament Amp ect. Tubes/Type HxWxL(in.) Lbs. Core Direct Replacement Net 


56-010-006-1 A 12 - 250 - ~ - - 13/gx25/ex13/g 1 - Shielded $3.95 
221A D 260 700 ~=250 12.6 25m ae VED: 3 SWEEP SUxX3%ex42 +10 2” “221,” 200X, screen supply for big Amp 19.95 
25-0300-02 D 550VCT 700 100 6.3 2.8A Bridge 1 4CX250B/4CX400A 2%x2%x31/8 3 ik DX300, KW-1 Scr/Fi/Bias 4CX250B, etc. 39.95 
25-0300-01 F 1800 2200 500 — — Bridge 1-2 4CX250B/4CX400A 4%x4x5% On ee, DX-300, KW-1 99.90 
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POWER TRANSFORMER SPECIALS 


& ® JB - 400 MARARES | 
by \"@> A $m 44P= vAS0/60H2 T40/EIPOO ff 
Pee) 20-21 ably (24-25. 220v 375vA 

: 20-22 380v 26-27 24v 25vA 
996 20-23 399V. 


ae ee so * 


GB5226 


Heavy industrial-grade Transformer, designed for operation on 220V, 50-60 Hz. Because of 
50 Hz rating, operation on 240 VAC 60 Hz will yield 20% increase in VA rating (450 VA), and 
9% increase in terminal voltage. Using Transformer in Voltage Doubler circuit will yield 600 
VDC @ 0.5Ao0n 120 VAC, and 1200 VDC @ 0.4A on 240 VAC (ICAS). Ideal for sweep tube, 
or 3-811A amplifier. Quality construction includes barrier block and cover. 

Size: 4 3/4W x 4 1/4°D x 4 3/4’H Shipping Weight: 12.5 Ibs. 


Part #: GB5226 RF Parts Special $44.95 ea. 


Sam. 


F-41X Fs 
* F-271U 


, 


Excellent Quality Power/Filament Transformer. 
Primary 115V 50/60 Hz, Secondary 40 VCT, @ 2.0A 
Size: 2 3/4” x 2 1/2” x 3 3/8” Shipping Weight: 4 Ibs. 


Part #:F-271U Mfg: MagneTek Triad Special $9.95 ea. 


DC POWER SUPPLY +5V & +12V 


UL Listed. Quality computer power supply. Ideal power source 
for home projects, relay control circuits, etc. Just remove the 
plug and wire directly. New in box. 


Excellent Quality Power/Filament Transformer. 
Primary 115V 60 Hz, Secondary 25.2 VCT, 2A. 
Size: 4” x 2 1/4” x 2 5/8” Shipping Weight: 3 Ibs. 


Part #: F-41X Mfg: MagneTek Triad $9.95 ea. 


Input 120VAC 60 Hz 
Output +5.1 VDC 600ma 
+12 VDC 1000ma 
Net weight: 3 Ibs. 
5 pin DIN Male Plug Connector 


INDOOR USE ONLY 
PRECAUTION 
DOMESTIQUE USAGE SEULEMENT 
MULT! Ppt aaah iad 


Part #: T66R Special $4.95 ea. i wae ee 


QUANTITY PRICING AVAILABLE PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 
HIGH POWER INPUT & OUTPUT COMBINERS 


* Conservative ratings. 

* Designed for improved power handling capability. 

* Low loss materials yield excellent circuit efficiency. 

* Ideal for power upgrades using new high output transistors. 
¢ Optimized for 1-55 MHz. 

¢ Custom Combiners Available. 


CATALOG 2004 


BROADBAND FERRITE TRANSFORMERS 
for 2-35MHz Solid State Amplifiers 


Core Rated Net 
Part # Description Size Watts 1-5 
COM-2 Input/Output 5x .5 300 3.75 
COM-4 Output ixe6 900 5.25 
COM-5 Output 5 Xt. 2502 1150 5.65 
COM-6 Output 5x2 2800 6.65 
COM-10 Output* 5xX2.4 5000 19.95 
COM-20 Output* 1.0x2.4 10,000 36.95 


*includes 100Q termination resistor 
Call for quantity pricing. 


L- Mini-Circuits 


Absolutely the best quality Input & Output transformers for use in Linear 

and Class C amplifiers. Commonly used in commercially built amplifiers 

using SD1446, MRF455, 2SC2290, 2SC2879, and similar transistors. 

Transformers are built in various lengths from 1/2” O.D. ferrite. 
You may mix transformers for best quantity price. 


Core 
FILTERS Part # Length 1-4 5-9 10-19 20-up 
Part # Net | Part # Net | Part # Net | Part # Net T-.25 "A" $3.00 $2.75 $2.60 $2.40 
PBP-21.4 $1895 | PHP-500 $14.95 | PIF-40 $14.95 | PLP-30 $11.45 T-.5 Yp" 3.15 2.85 2.70 2.55 
PHP-150 14.95 | PHP-700 14.95 |  PIF-60 14.95 | PLP-70 11.45 T-.75 3A” 3.80 3.25 3.10 2.90 
PHP-175 14.95 | PHP-900 1495 | PIF-70 14.95 | PLP-100 11.45 T-1 cl 3.85 3.50 3.25 3.00 
PHP-300 14.95 | PIF-21.4 PLP-5 11.95 | PLP-600 11.45 T-1.25 1%” 4.20 3.95 3.55 3.30 
PLP-750 T-1.5 1%” 5.20 4.95 4.55 4.30 
12.0 Py 6.25 5.75 5.30 5.00 
FREQUENCY MIXERS ATTENUATORS 
Part # Net Part # Net Part # Net Part # Net 
RAY-6 $52.45 TFM2-408-1 $13.95 AT-2 $3.65 AT-20 $3.65 Rolled edges to Example of the 1” 
ay 46.95 ae 4.75 AT-3 3.65 | AT-30 3.65 prevent shorting long transformer 
RPD-1 1H 5.00 | Ar-7 3.65 | MAT-2 4.45 of turns. 
SRA1-1-4G 14.95 SBL-1MH 10.45 AT-8 3.65 MAT-4 4.45 
SRA-1WH 24.95 | SBL-3LH 8.45 
E PAS- 2. 
SRA-2 15.95 | SPL-+-ZMH 12.45 te son ie % | Shown actual size © RF Parts Co. 
SRA-2H 38.95 | SAY-1 62.95 
SRA-2CR ‘17.95 | SAM-1 16.95 
SRA-3M 15.95 | SAMIH 
SRA-5 24.95 | SAM2-5 ERS an 
SRA-12 29.95 | SAM-5 32.95 fo oousenes q 
SRA-173H 31.95 | SCM-1 4.25 
SRA-221-10 14.00 | HFP-505X-1 Part # Net 
SRA-3500 28.95 | GRA-1 16.45 PSC-2:5 $09.95 
TAK-1H 15,95 | GRA1-2 WIRED TRANSFORMERS 
TAK-3H-10 11.10 | GRASH he Ao = 
1 TAKSR 2095 | GRA-GH Fata! ok ¥ 
| PSC-4A-4-75 64.95 
| TAK-6 20.95 | GRA-8 35.15 Rie 
TAK-7 20.95 | UNCL-X1 2395 | PSC-5-1-75 
TAK-7.4 UNCL-X1M 27.95 | PSC-6-1-75 78.95 
VAY-1 84.95 PSC-8-1-75 78.95 


PSC-8-6 93.95 


For Wired Transformers, add the designator: 
W3=3 Turns or W4=4 Turns or W5=5 Turns. 


Available for T-1/2, T-1 and T-1.25 transformers. 
Example: T-1W4 is the T-1 transformer with 4 turns of teflon wire. 


FREQUENCY DOUBLER 
Part # Net 
SK-2 $26.45 


| SPECIAL WIRE FOR RF TRANSFORMERS 


Teflon Insulation 


Add $1.75 per transformer for wiring. 


FLAT COPPER STRAP 


Teflon Wire Price/Foot ’ 

Part # Gauge 10” Roll 50° Roll 100° Roll 500° Roll | Bare Copper, ideal for RF tank coils and connecting wires, ground leads, 

° 10 $1.00 aes = = DC bus bars in solid state linears, etc. This strap has rounded corners. 
BUA 12 715 : = = : : 

TEF14 14 65 59 a a Large quantity available. 

TEF16 16 45 42 .40 AS io) 

TEF18 18 .40 .36 BY PAS 

TEF20 20 29 .26 24 19 

TEF22 22 19 18 eulre .16 

TEF24 24 ALTA ais} SNe 10 


QUANTITY PRICING AVAILABLE 


F Dimensions/Inches Price/foot* 
Dapameerature PVC Part # Width-inch Thickness-inch  5’-45’ 50'-195' 

Hi-Temp Wire : Price/Foot : j 3TW 155 080 $ 25 $ 20 
eos ‘ Gauge Tee ae ite ee oTW 225 420 30 25 
HT18 18 3 

HT20 20 20 19 18 15 | 1OTW 210 100 35 30 
HT22 22 14 13 12 1 11TW .180 -090 -40 -35 
HT24 24 “ali 10 .09 .08 12TW .170 .080 45 .40 


38 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 2004 MINIMUM ORDER: $25 


MISC. SPECIAL RELAYS 


12VDC Coil unless otherwise indicated. 


Style (inches) Notes Price 


Flatpack ‘ 1.2x0.8x0.4 Hurricane 350 $24.95 
Flatpack ; 1.2x0.8x0.4 Hurricane 350 24.95 
Flatpack : 1.0x1.0x0.4 11.95 
PCB Hurricane 350 =. 22.95 
PCB Hurricane 350 22.95 
€ “PCB 12.95 
Open Frame 1.9x1.0x1.3 14.95 
Open Frame 1.9x1.0x1.3 15.95 
Open Frame 1.8x1.0x1.3 14.95 
Open Frame 1.8x1.0x1.3 W88KDX-2 19.95 
Open Frame 1.7x1.3x1.2 14.95 
Open Frame 1.7x1.0x1.2 18.95 
Open Frame 11.95 il Coil 
Open Frame 1.7x1.0x1.2 18.95 = 
Open Frame 2.5x1.5x2.8 HD. 23.90 | Order # Fig. Style Q Notes Price 


Open Frame 1.9x1.5x1.3 19.95 
Open Frame 4.9x1.5x1.3 W88RX3 99 95 R10E1W4V185 A Enclosed : 185 Term $19.95 
Enclosed 185 Generic PCB 12.95 


Open Frame 1.7x1.0x1.2 19.95 R104PDT-PC 
Enclosed 185 R10E1 Term 16.95 


Open Frame ; 1.6x0.8x1.1 19.95 R{04PDT-T 

Open Frame : 1.6x0.8x1.1 19.95 
Enclosed 185 18.95 
Enclosed 185 Term 18.95 


Open Frame 1.7x1.0x1.3 10.95 R10E1L4V185 
Enclosed 185 R104PDT-T 12:95 


Open Frame E 14.95 R10E1X4V185 
Enclosed 185 use R101E1W4V185 


Open Frame : 1.7x1.0x1.2 24.95 

Open Frame 24.95 RIOE1Y4V185 
Enclosed 185 Special 19.95 
Enclosed 185 Special 38.00 


Open Frame 2.1x1.5x1 2) D&A 24.95 R10E2358-2 
Enclosed Term 16.95 


Open Frame f 1.8x1.0x1.2 14.95 
Open Frame 1.8x1.1x1.37 Interchange. 24.95 Aaa 

Enclosed Term 16.95 
Enclosed use R104PDT-PC 


Open Frame 1.9x1.0x1.3 Astro, Atlas 13.35 R10E4371.1 
Enclosed Generic R10E2 PCB 7.95 


Enclosed 18.95 AZ421-1011-IT 
Term 9.95 
Enclosed Generic R10E1 Term 7.95 
Enclosed ‘ PCB 13.95 


6.35 AZ421-V12-203 
Enclosed 1.5x1.1x0.8 14.95 47T12V-9 
Enclosed Sensitive 10.95 
Enclosed PCB 7.95 


Enclosed 1.5x1.3x2.0 5.95 R1ODPDT-PC 
Enclosed PCB 7.95 


Enclosed 1.6x0.8x1.1 18.95 
PCB Palomar 13.95 R10DPDT-T 
PCB RLY7062P mM 95 R1OE2W2V185 
Enclosed PCB make-before-break 7.95 
Enclosed same as R10DPDT-T 7.95 
Enclosed Term special make-before-break 9.95 


Term Swan 3.95 
Enclosed 1.5x1.0x1.3 10A240VAC 21.95 R10E2Y2-5800 

Enclosed PCB 6.95 
Enclosed Term 7.95 


Enclosed 2x1.5x1.3 13.50 24A12C20E 
Enclosed : ZAXT Xa 34.95 
Term 1.4x1.5x2.1 15,95 | 42428.80.200 
Flatpack } 1.1x0.9x0.4 A2531-09-1 19.95 
PCB 6.95 ; 
Sealed 9.95 AZ531-09-1 Flatpack ; 1.1x0.9x0.4 R50 eciv. 19.95 
0.9x0.4x0.4 Fast RF reed 13.70 K2T-12V use R10DPDT-PC 


Enclosed 1.1x0.8x1.4 19.95 AZ428.1011.4LD 
Term — avail. in 24V, 110VDC, & 120 VAC 17.95 AZ420-V10-4H 
150W Fast RF reed ee KUMP-14D18-110 Enclosed SB220 24.95 


PCB Old Outcom 19.95 
Term Early KLM 24.95 AZ428-1011-4LB 

10.95 

6.95 


PCB 0.8x0.45x0.63 7.95 AZ428220200 
RLY5142 6.95 


LZN2-12V 
NF2-12V 
NC2ED-JP 
NF2-12V 
LZN2-US 
NC2ED-JP-DC12 
KASDY 

KA5DG 
171-1X-7635 
RLY8512 
A410-062476 
KA11DG-12V 
1819-16 
KA14DG-12 
LGO3D 
W88DX41 
W88RX23 
KAI1AG 
KA11AY 
1240-2C-120A 
RLY1425 
MK305 

KA1538 
KA11DG 
KA14DY 
16010010 
3PDT10A110v 
303D10 
R14-11D-12 
LY1-UA 
188-25B2U1 
LY1-UA-008 
166P-DPDT 
DPDT-12v 
TT4B841R 
MY4-02 
C281XDX 
LY4-12VDC 
268DPDT-24 
CRH1530 
RM202221 
MY2 
KHP17D11 
204801-928 
T-DC-12P 
HB2E-DC6V 
HB2E-12V-1 
HB2E-12V 
HB2E-24v 
221D012 
244N-D-12/02C 
NRHD-12V 
RSD-12V 
RZ12 
190-22B100 
MR62-12USRY 
65V-2-H 
DS2Y-S-DC12V 
JY¥14J-DC12V 
W76URCPCX-16 
JR1-DC12V 
JR2A-DC12V 
621D012 
VB12TCU 
GR2-214-V-US 
LA35577 
G2R-117P-V-US 
GR2-1-E 
W171DIP-4 
W172DIP-3 
W172DIP-19 


DO Qe ea. ‘ 


<= 


PCB Low level, Preamps 7.95 
PCB 7.95 K2-12V-1 


PCB 24V 6.95 R50E2Y2-12V 


Or 32 Wow WO Wow Owe Se eS SS 


|rmonmnnn—-h op 


mMnmnnyr ! 


on 


0.8x0.4x0.8 3.95 
7.95 
7.95 
7.95 
1.1x0.5x1.0 8.95 
1.1x0.5x1.0 Messenger ) 
1.1x0.5x1.0 use 621D012 
1.1x0.5x1.0 ' : 
1.1x0.5x1.0 6.95 
1.1x0.5x1 4.45 
8.95 Stock # Relay Style No. Poles Terminal Price 
8.95 
eee aes 27E125 R10 Solder $1.50 
410364385 Good for2KW 18,95 | 27E126 R10 Solder 1.75 


A410.364388 Good for2KW 18.95 27E128 R10 PC 1.50 
JWD-172-162 6.00 27E129 R10 PC 4.75 


Set 
> P<) 


aanan an 


hee 


a tae Ie Soe ee ANON ON TNT ON EEN GON, ON NSN ee Ge Gea CC Co ae nT ne SL en nn nn men mom mem) mm ms mm) ms Oo Oo & 
a oO 


QUANTITY PRICING AVAILABLE 39 PRICE AND AVAILABILITY SUBJECT TO CHANGE | 
} 


MINIMUM ORDER: $25 


FERRITE INTERFERENCE CHOKE 


CATALOG 2004 


Two piece snap-together assembly wraps around coax. Removes RF from 
outside of cable. It is possible to make 2 or 3 turns of smaller coax. Several 
chokes will isolate end of coax for balanced feed (balun). Useful on mic 
leads & computer cables. Excellent for reducing RF on a mobile linear's 
+12V lead. New low pricing. Limited to stock on hand. 


Order Max Nominal Typical Net Each 


Number Cable Dia. HxWxL Cable Types 1-5 6-11 12-24 

FERCKE-A 0.5 alia key sub the FERCKE-G 

FERCKE-B 0.32 0.9°x1.0"x1.3” RG8X, RGS8, 230) 2:15 1.95 
RG59, LMR-240 

FERCKE-C 0.25 0.7’x0.8"x1.3” RG58, LMR-195 2.15° ~~ 1.95 1.80 
RG8X, LMR-240 

FERCKE-D 0.36 0.8’0Dx1.4” RG@58, LMR-195 1.60 1.45 1.30 
RG59, LMR-240 

FERCKE-DD 0.27 0.8’0Dx1.3” same as above 150° 1.35 1.20 

FERCKE-E 0.6 1.3"0Dx.625” LMR600, FSJ4-50 3.95 no qty discount 

FERCKE-F Ont 1.3°x1.3°x1.625” LMR600, LDF4-50 6.95 no qty discount 

FERCKE-G 0.5 12 ODIX 1,3” RG8, RG213, LMR400 3.95 _no qty discount 


COMPACT EXTENSION SPEAKER TUNABLE 2-4 GHz OSCILLATOR 


Ideal for mobile or base applications. 


- 66” cord 


- 3.5mm plug fits HT’s, 
transceivers, etc. 

- Size: 4 5/8” x 2 1/8” x 2” 
(includes mounting bracket) 


- Rated 8Q, 2w 


Multiturn shaft for frequency adjustment. Requires -20 VDC, SMA output. 
Overall length 6 5/8”. New surplus, limited supply available. Mfg: KDI 


Part #: CC-A69AS $198.00 ea. 


Part #: SPK-1 1-5 pcs. $5.95 ea. 
6-up pcs. 4.95 ea. 


Coil Cont. 


Part Number Figure Mfg. Volts Res. Type Contact Rating Price 
367G* A Magnicraft 115VAC 280 DPDT 25A 115/230 VAC $16.95 
W99AX5* A Magnicraft 115VAC 280 DPDT 25A 115/230 VAC 16.95 
W99AX5 A Magnicraft 115VAC 280 DPDT 25A 115/230 VAC 24.95 
W199X-12 C Magnicraft 12 VDC 70 DPDT 30A 28 VDC, 300 VAC 24.95 
76826 A Dover 24 VDC 280 DPDT 25A 240 VAC 22.95 
PRD-7DG1 B P&B 24 VDC 280 DPST 30A 240 VAC 19.95 


*used, excellent condition 


Additions to the High Current Relay line will be posted in our online Catalog: 


www.rfparts.com 


QUANTITY PRICING AVAILABLE 40 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 2004 


CX-120A 


List Price $45.00 Our Price $35.00 


CX-230 
12 VDC 


List Price $98.00 Our Price $65.00 


CX-531N 
TDCi a 


e 
Special Order 


CX-600N 


CX-600N —- 12 VDC Coil 
List Price $115.00 


CX-600N-24 24 VDC Coil 
List Price $125.00 


CX-800N 


$85.00 


$90.00 


CX-800N 12 VDC Coil 
CX-800N-24 24VDC Coil 


QUANTITY PRICING AVAILABLE 


$135.00 
$140.00 


MINIMUM ORDER: $25 


CX-120P CX-140D 
12 VDC | 
CX-140M 4} | 
SO-239 : 
connector f | 
List Price $45.00 Our Price $55.00 | 
CX-520D CX-530D 
12 VDC is 12 VDC | 
List Price $98.00 Our Price $85.00 List Price $132.25 Our Price $97.75 | 
CX-540D CX-600M (UHF) | 


12 VDC 12 VDC ” 


List Price $132.25 Our Price $97.75 List Price $115.00 Our Price $80.00 


CX-600NL CX-800M 


12 VDC ‘ 12 VDC 


List Price $198.00 Our Price $125.00 


CX-1054A CZX-3500 


12 VDC 12 VDC 
VE) . CZX-3500 12VDC $105.00 
List Price $79.00 Our Price $61.00 CZX-3500-24 24VDC $125.00 | 
al 
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MINIMUM ORDER: $25 


TOHTSU® COAXIAL RELAYS 
Coil Voltage 12VDC unless noted. 


CATALOG 2004 


Isolation -dB (min) Insertion Loss dB (max) 

Connection 12VDC CW Power @ MHz BO> 150) 70:5 aeac0 50150 0:5 1.0 
Part No. Contacts Notes NO/NC COM CoilQ 50 150 500 1000 MHz MHz GHz GHz MHz MHz GHz GHz 
CX-120A SPDT Note 1 Note 1 150 250 200 150 150 60 50 40 29 05. 30n 0.2 25 
CX-120P SPDT PCB PCB 150 250 200 150.4. 150 60 50 40 29 05 08 0.2 25 
CX-121B SPDT Note 1 Note 1 150 250 200 150 150 60 50 40 29 (05 ae OF} 0.2 120 
CX-140D SPDT 3 Note 1 N 150 250 250 250 ~=150 55 51 47 34 08 Se0nt a 0.2 
CX-140M SPDT Note 1 UHF 150 250 250 2507 . 450 5 51 47 ~ 08: 208 alts - 
CX-230 SPDT BNC BNC 75 300 300 300 200 56, 42 30 24 105 n05 1.0 0.2 


CX-230L 
CX-520D 
CX-530D 
CX-531M 
CX-531N SPDT 3 Note 1 
CX-540D SPDT 3,4 BNC BNC MD 350 300 300 250 65 60 5346 0.1 SS 18 0.2 
CX-550F SPDT 3,4 F (75Q) F 75 250 250 200 ~=—-150 70 65 53 50 OE al 14 AQ 


SPDT 
SPDT 3,4 N N 75 350 300 300 250 65 60 53 46 ay Mh BUS 18 0.2 
SPDT 
SPDT 


Note 1 


CX-560D SPDT 3,4 TNC TNC 75 350 300 300 250 65 60 53 46 Oster iti 18 0.2 
CX-600M SPDT UHF UHF 75 1000 1000 800 = 60 48 37 = A ong 0.1 = 
CX-600N SPDT 3 N N 75 1000 1000 800 500 60 648 37") vr28 Of 0A a) 0.2 
CX-600N-24 SPDT 3 N N 24V 300 1000 1000 800 500 60 48 37 28 (O7w-n0a 18) 0.2 
CX-600NC SPDT 3 Note 2 N Ws 1000 1000 800 500 60 48 37 8 07 0.1 2) 0.2 
CX-600NL SPDT N N 75 2000 1800 1500 1000 60 48 35 28 (O09 0.1 15 
CX-800M DPDT 3 UHF UHF 48 1000 1000 800 500 50 48 Si 28 Oe ah 0.2 0.2 
CX-800N DPDT 3 N N 48 1000 1000 800 500 50 48 of 6-28 AD) melo 0.2 0.2 
CX-800N-24 DPDT 3 N N 24V 192 1000 1000 800 500 50 48 37 38 15.) een 0.2 0.2 
CX-800NC SPDT 3 Note 2 N 48 1000 1000 800 500 50 48 37 28 Shaye» salle 0.2 0.2 
CX-1054A SPDT 3 Note 1 N 120 250 250 200). 150 55 51 47 34 08 0.1 ALD 0.2 
CZX-3500 SPDT 3 N N 48 2300*  2000* 1000 800 65 65 65 65 Ori geen Ont 0.2 25 


*watts P.E.P. 


Notes: 
1. Direct coax cable connection. Will accept the following cables: RG58A/U, RG142, LMR-195, 2.5D2V. 
2. Direct coax cable connection. Designed for 0.312” (max.) O.D. coax (type 5D) 

3. Some models have specifications through 6 GHz. Contact us for additional information. 

4. N.O. Contacts grounded. 


Relays with 24 VDC coil are available on special order. All connectors are female connection. 
REE I a EE ok a a ee lS Pe i Oe ee ee aS 
Additional Coil Data ¢ Life expectancy 1,000,000 Operation (min.) 


Part Nominal Activation Data (Vdc) Switching Time Part Nominal Activation Data (Vdc) Switching Time 
Number Vde Pullin Drop Out Pullin Drop Out Number Vde Pullin Drop Out Pullin Drop Out 
CX-120A 12 9-15 hs) 20ms 15ms CX-550F 12 9- 16.5 ds 20ms 15ms 
CX-120P 12 9-15 iis 20ms 15ms CX-560D 12 9- 16.5 15 20ms 15ms 
CX-121B 12 9-15 1.5 20ms 15ms CX-600M 12 9 - 16.5 1.5 20ms 15ms 
CX-140D 12 9-15 1.5 15ms 10ms CX-600N 12 9- 16.5 HES 20ms 15ms 
CX-140M 12 9-15 js, 15ms 10ms CX-600NC 12 9- 16.5 1.5 20ms 15ms 
CX-230 12 9- 16.5 15 20ms 15ms CX-600NL 12 9 - 16.6 143 20ms 15ms 
CX-230L 12 9 - 16.5 1.5 20ms 15ms CX-800M 12 10-14 15 20ms 15ms 
CX-520D 12 9- 16.5 1) 20ms 15ms CX-800N 12 10-14 1.5 20ms 15ms 
CX-530D 12 9- 16.5 15 20ms 15ms CX-800NC 12 10-14 ARS 20ms 15ms 
CX-531M 12 9-15 1.5 20ms 15ms CX-1054A 12 9-15 iPS 15ms 10ms 
CX-531N 12 9-15 1/53 20ms 15ms CZX-3500 12 10-14 nS) 20ms 18ms 
CX-540D 12 9- 16.5 1.5 20ms 15ms 


Part No. Our Price Part No. Our Price Part No. Our Price | PartNo. Our Price | PartNo. Our Price Part No. Our Price 


CX-120A $35.00 | CX-230 $60.00 | CX-531M $75.00 | CX-600M $80.00 | CX-600NL $95.00 | CX-800NC $155.00 


- 3 5 £ CX-800M 125.00 | CX-1054A 61.00 
CX-120P 35.00 | CX-230 95.00 | CX-531N 75.00 | CX-600N 85.00 ean Se aleeecis60 ne 


CX-121B 39.00 | CX-520D 85.00 | CX-540D 97.75 | CX-600N-24 90.00 SS ee 
CX-140D 55.00 | CX-530D 97.75 | CX-550F 97.75| CX-600NC 80.00 | CX800N-24 140.00 
CX-140M 55.00 CX-560D 97.75 
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AMPERITE THERMAL DELAY RELAYS 


Call for Stock/Price Check 


CATALOG 2004 


Octal Base 
Normally Open Contacts 
continued 


Volts 


50 
i 
115 
US 
115 
iS 
115 
LS 
115 
115 
115 
115 
ae) 
IHS) 


Part No. 


50NO60 
115NO2 
115NO5 
115NO10 
115NO15 
115NO20 
115NO30 
115NO45 
115NO60 
115NO75 
115NO90 
115NO120 
115NO150 
115NO180 


Delay/Sec. 
60 


9 Pin Miniature 
Normally Closed Contacts 


Delay/Sec. Part No. Volts Delay/Sec. 
15 12C3T 12 
26C2T 26 
26C30T 26 
115C2T 115 
115C8T 115 
115C15T 115 
115C45T 115 
115C60T 115 


9 Pin Miniature 
Normally Open Contacts 


Part No. Volts 


2NO15T 
6NO2T 
6NO5T 
6NO10T 
6NO60T 
6NO75T 
6NO120T 
6NO150T 
6NO180T 
12NO3T 
12NO10T 
26NO2T 
26NO3T 
26NO20T 
26NO60T 


115NO2T 
Delay/Sec. 415NO3T 


Octal Base 
Normally Open Contacts 


Part No. Volts 


6NO2 
6NO3 
6NO5 
6NO8 
6NO10 
6NO15 
6NO20 
6NO30 
6NO40 
6NO45 
6NO60 
6NO90 
6NO120 
6NO150 
6NO180 
12NO10 
12NO30 


Delay/Sec. 


(o>) 


DAMNMDDADAADADAADD DAM 


Octal Base 
Normally Closed Contacts 


Part No. Volts 


12NO60 
12NO90 


6C10 
120120 


10 115NO5T 
120 115NO7T 


26C8 
26C20 
115C2 
115C3 
115C10 
115C30 
115C60 
115C120 
115C180 


12NO120 
26NO5 
26NO8 
26NO10 
26NO20 
26NO045 
26NO60 
26NO75 
26NO180 


115NO20T 
115NO30T 
115NO45T 
115NO60T 
115NO75T 
115NO90T 
115NO120T 


2 
6 
6 
6 
6 
6 
6 
6 
6 
12 
12 
26 
26 
26 
26 
is 
i 
115 
115 
Ws 
115 
ks) 
ihe) 
115 
115 


WS 


DIAMOND 


ANTENNA 


Part Switch 
Number Positions 


CX210A 2 


Insertion 
Loss 


<0.05 dB 
<0.1 dB 


<0.05 dB 
<0.10 dB 
<0.15 dB 
<0.2 dB 


<0.1 dB 
<0.15 dB 


VSWR 


<1.05 (0-500 MHz) 
<1.1 (500-1000 MHz) 


<1.05 (0-500 MHz) 

<1.1 (500-1000 MHz) 
<1.15 (1000-2000 MHz) 
<1.2 (2000-3000 MHz) 


<1.1 (0-500 MHz) 
<1.2 (500-800 MHz 


Connectors’ 
SO-239 


Isolation dB 


>70 dB (0-200 MHz) 
>60 dB (200-1000 MHz) 


>70 dB (0-200 MHz) 
>60 dB (200-1000 MHz) 


( 
CX210N ( 
( 

>55 dB (1000-2000 MHz) 
( 
( 
( 


Type-N 


>50 dB (2000-3000 MHz) 


>60 dB (0-500 MHz) 
>50 dB (500-800 MHz) 


CX310A 


Notes: 
(1) SO-239 connectors used in switches are special low VSWR 50Q design. 
(2) 1500w (0-30 MHz), 1000w (30-150 MHz), 500w (150-800 MHz) 
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RHOMBIC TERMINATION UNIT DUAL AC CIRCUIT BREAKER 


120 — 240 VAC, 50/60 Hz, Body Size: 2”H x 1%”W x 13%4”D. 
2 circuit switching. Designed for panel mounting. 


Part # Amps Trip Amps Connections Net Ea. 
IEG11-10 10 13.1A Push-on or Solder $7.95 
IEG11-15 15 18.8 Push-on or Solder 8.95 
IEG66-30 30 Co V/A) Screw 9.95 


Heavy weatherproof cast aluminum box with hinged lid and stainless steel 
hardware. Designed for use with Rhombec & Inverted V antennas. 

Contains five 150, 40w resistors connected to give 600 160w (plus 1 LIGHTWEIGHT ANTENNA INSULATOR 
spare resistor). Resistance connected to two 3” ceramic feed 
thru insulators. 

Adjustable spark gaps at insulators for lightning protection. 

Complete unit includes mounting brackets & hardware (not shown). 


Military Grade Fiberglass. Ideal for building “Traps”. 0.9” diameter, 12” length. 


Mfg. by Technical Material Corp. Part #: STRAIN-12 Weight: 8 oz. $3.95 ea. 
New surplus, packed in sealed box. Shipping weight: 33 Ibs. 


EMI FILTERS 


Part #: 47419-1 Our Price $199.00 


Rated 120/240 VAC 50/60 Hz 


Ideal line filters for protection of sensitive equipment, ham amplifiers, 
industrial equipment, etc. 


See this item in better detail on our website: 
www.rfparts.com/termination.html 


GROUND CLAMP 


All New ¢ Manufacturer’s Excess ¢ Low RF Parts Prices 


Heavy duty clamp accepts 0.5’—1.5” O.D. pipe or rod. Made from heavy- 
weight copper materials. Accepts 6-12 gauge wire. U.S. made to utility 
company specifications. 


Part #: AT8981 1-4 $4.95 ea. Bag of 5 $23.50 


6’ QUALITY SHIELDED AUDIO CABLE 


1/4” diameter standard phone plug on one end of flexible shielded cable, 
other end stripped and tinned. Also ideal for telegraph key, etc. U.S. made. 


Part #: 38-167 $1.95 ea. 


Part # Mfg. Figure | Sections Connections WxLxH Reg. Special 


JN64-1060 Sprague A 15 1 Wire 1.2°x1.5"x1.1" $9.90 $1.95 

O3DPCGS5 __—Delta B 5 2 Terminal 2”x6.3"x1.8" 39.50 6.95 

F2924 Corcom C 15 2 Terminal 2”x6.5"x2.8" 66.00 12.95 

STD-20 SRE D 20 2 6-32 thd 3”x6.3"x3" 89.80 22.95 

Designed to filter conducted electrical noise at its source. Recommended for air condi- F1200DD30 Curtis E 15 { 6-32 thd 4.1°x5.1°x1.5" 62.20 14.95 
tioners, fan motors, windshield wipers, defoggers, air horns, fuel pumps, etc. 20JX5306A Sprague F 20 D) 6-32 thd 4.1"x5.4"x1.5” 73.30 14.95 
Blister packed. 20DCGS4 Delta «= G_Ss«0 { 6-32thd  3.4°x5.4°x2.3" 68.80 14.95 
Part #:CBFT40 0.5uf 40A, 50VDC $7.95 ea. | s0DRGGS Delta H 20 2 Terminal 4.1°x5.1°x1.5" 69.50 14.95 
CBFT60 0.5uf 60A, 50VDC 10.95 ea. 30G41T  Stancore | 30 1 6-32thd  4.3°x5.3"x1.6" 59.15 17.95 
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HIGH OUTPUT BOX FAN 


Ideal for use in cooling Linear Amplifier tubes. 


Be 
IN 


ans 


INCHES-H,O 
i he IRIE Be 


a 
@ 
N 
i 
a 
Ve] 
| 
H 


Sunon 

4.7°x 4.7" x 1.5” (120 x 120 x 38mm) 

Die-cast aluminum painted black for moisture and 
corrosion resistance. 

Bearing: Precision, life-lubricated ball bearing system. 
Operating Temperature: -10° to +70°C 

Input: 115 VAC 50/60 Hz 0.26A 

RPM: 3150 rpm 

Air Flow: 117 cfm 

Static Pressure: 0.39 inch - H,0 

Noise Level: 46 dBA 

Connection: Terminals, solder or use part # A2-20 connector cord. 


Part #: 1123XBT List Price $34.95 Special $21.95 


Manufacturer: 
Dimensions: 
Frame: 


Fan Accessories 


Description 
24” Connector Cord 
Filter / EMI Screen 4.7” x 4.7” (120mm) 
Metal Finger Guard (120mm) 


NMB Technologies variable speed fans are specially designed 
to reduce overall fan and system noise. 


12 VDC (6v-13.8v) * 0.35 Amp nominal ¢ 4.7”L x 4.7”W x 1.5”H 
Low noise levels: idle speed 31-40 dB(A). Built in sensor can be used to 
regulate motor speed. Construction: ball bearing, plastic housing, plastic 
impeller (UL-94 V-O). Temperature range: -10°C to +70°C (operating range). 
UL/CSA, VDE, TUV approved. Airflow: 63-85 CFM. Weight: 9.17 oz. 
Lead Wires: AWG 24 red/black/brown. UL1007-CSA TR-64. 


Part #: 4715KL-04W $9.95 ea. 
8.75 ea. 


8.25 ea. 


Special: 1-5 
6-11 


Limited to stock on hand. 12 up 
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AC & DC COOLING FANS 


New ball-bearing square box fans designed for reduced noise and smooth 
running. Life expectancy 40,000 hours. All of Quality manufacture. 


DC Fans 


Size, Inch 
LxWxH 
1.0x1.0x0.4 
1.6x1.6x0.8 
2.4x2.4x0.6 
2.4x2.4x1.0 
2.4x2.4x1.0 
3.6xX3.6x1.0 
3.6x3.6x1.0 
4.7x4.7x1.5 
4.7x4.7x1.5 
4.7x4.7x1.8 
4.7x4.7x1.8 
4.7x4.7x1.0 
4.7x4.7x1.5 
4.7x4.7x1.8 


Air Flow 


Part # CFM 


C34252 
R85F 
109P0612 
DO0612TM 
2410NLO04W 
MS36121 
S$P922512M 
9FO9AZ 
C31873 
MD12B5 
B34262 
D47-B10A 
F1238E24B Mech. 
A31664 Nidec 
T=Terminal, WL=Wire Leads 


Mfg. 
Nidec 
Epson 
Sanyo 
Nidec 
NMB 

MSI 

Innovat. 
Panaflo 

Nidec 
Rotron 
Nidec 
Globe 


A®MDNABAD@OAnmMMI9.Hw> F 


AC Fans 


Size, Inch 
LxWxH 
3.2X3.2x1.0 
3.6x3.6x1.0 
4.7x4.7x1.5 
4.7x4.7x1.5 


Part # Fig. 
3110PS120W F 
A86B10A F 
KEST470 G Arctic 
1123XBT G  Sunon 
T=Terminal, WL=Wire Leads 


mm 
80 
92 
120 
120 


VAC 
We 
115 
115 
[itd 


Mfg. 
NMB 
TRW 


Fan Accessories 


Description 
24” Connector Cord 
EMI Filter/Screen 4.7”x4.7” (120mm) 
Metal Finger Guard (60mm) 
Metal Finger Guard (92mm) 
Metal Finger Guard (120mm) 


Part # 
A2-20 
C12235 
FG-06 
FG-09 
FG-12 


Dy” 47/52 ' ‘tr we 
at " Bi \ pest yf 8, 


= KEM 

atl? 
pris 
Compact High Output/Low Noise “Squirrel Cage” blower ideal for pres- 
surizing linear amplifier cabinets. Produces sufficient air to cool a 
4CX250B/ 4CX350A/4CX400A or other tubes requiring similar air flow. 
Used in Pride DX-300 & KW-1 amplifiers. Static H,OPressure on 1 tube 
(at standard conditions): 4CX250B/4CX350A 0.45”; 8930 & 4CX400A 0.29”: 
3CX800A 0.35” H,0. 


Part #: 87-1250-00 Weight: 2 Ibs. 


Twist Lock mounting base for above blower. 
Part #: TWLKMB 


| eS, 


$39.95 


6.95 
PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 CATALOG 2004 


STANDOFF INSULATOR HEATSINKS FOR POWER AMPLIFIERS 


This premium quality aluminum heatsink is ideal for construction of HF & 
VHF/UHF amplifiers. These custom heatsinks are designed with grooves 
to provide attachment of front & rear panels. These heatsinks give proper 
spacing for RF power transistors and bottom clearance for two-sided boards. 


oh —— 
0.45 yee Width > <« 0.4 
on et 
= arf 
Modern moulded insulator with 3/8x24 threaded aluminum ends. Size: 234”L x ete 
x 2¥2” max. diameter. Ideal for RF or HV applications. eS s ~ 
Part #: SOI-1 $6.95 ea. Er 
0.31" >| |e 
35 
1/ ADAPTER PLUG Heatsink Width Actual Weight Net Net 
Stereo Jack to Monoral Plug Part # Inches Length _tLbs. _ 1-9  _10-up 
HS50-8.0 4.125 8.0” 1.8 $17.50 Ngee 
HS100-5.9 Sa VAS) 5.9” Ways 15.50 14.00 
HS100-8 aeei7/'s) Ofek 2.3 18.70 17.00 
HS100-9.0 B.3/5 9.0” 2.6 20.35 18.50 
Quality Nickel-plated plug splits monoral audio to stereo headphones. Ideal | 'S100-16 5.375 15.8 4.5 32.75 29.75 
for use in Ham equipment. Top Japanese manufacturer. HS100-20.0 5.375 19.8 6.0 39.60 36.00 
HS100-24 Syste 23.8” 6.9 44.50 41.75 


Part #: PLUG-—SM List $3.50 1-2 $1.95 ea. 
3-9 $1.10 ea. 
10-up $.95 ea. 


Contact us for custom lengths. 


NEW HEATSINKS 


These will be available in precut sizes, 
as well as custom cut lengths. 


DELUXE AGU FUSEHOLDER 


RFP433 


Water resistant fuse holder. Ideal for mobile installations. Gold plated parts 
make for a striking appearance. Handles up to 4 ga. wire. 


Part #: AGUFH1 1-5 $3.95 ea. 


6-11 3.45 ea. 
12-24 3.25 ea. 


RFP542 


IC SOCKETS 


RFP761 


Standard Low Profile DIP IC Sockets have 0.021” (.53mm) diameter solder 
tail. Open frame design. All are standard 0.100” (2.54mm) pin spacing. 
Sold by the package. 


Row Standard Price 
Part # Pins Spacing Package Pkg. 
DIP16 16 0.3 5 $3.00 
DIP18 18 0.3 5 3.00 

: .00 : : ; ae 
Aiboe a is i ae Check our website for details and availability on 
DIP24 24 0.6 3 3.00 these and other sizes: 
DIP32 32 0.6 1 2.50 
40 1 3.00 www.rfparts.com 
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0-30A PANEL METER CERAMIC STRAIN INSULATOR 
0-30 AC Amperes 


tl 
} 


¢ kf 219 
ssl yy) ‘i 
//\ac amperes ff A Military Grade. Light brown color, 0.75” diameter, 4” length. 


ee Part #: STRAIN-4 Weight: 1 oz. $2.75 ea. 


f 


ie 


Quality Panel Meter reads 0-30 Amps AC. 
Meter face is 1.5”x3. Shielded design. Manufacturer: Yokogawa, Japan. 


Part #: 32889 $17.75 ea. 


Ideal replacement for older radio equipment. 
Part #: 20C54 Weight: 2.5 Ib. $19.95 ea. 


ON THE JOB COMMUNICATIONS from Ritron 
JBC100 VHF Transceiver ¢ Made in USA!!! 


Range 1-3 miles (typical), 
dependant on obstructions. 


Duty Cycle-8 hours normal 
operation per charge. 


Powerful 1 watt Transmitter. 


Includes calibration resistor. When placed y : ; VHF operating frequency 
in series with meter, scale reading changes a /. gives greater range than the 
to 20V full scale. GF = new FRS UHF HTs. 


Ni-Cad Rechargeable 


Part #: DOVM10-20 oe. : Batteries recharge overnight. 
DC Volts, 10V & 20V Scale $13.95 ea. | ; 
AC Battery Charger included. 


Squelch Control. User 
adjustable to eliminate 
unwanted noise. 


Repairable, constructed with 
standard components. 


Jack for coaxial connection to 
base or mobile antenna. 


You are eligible to operate on one of these frequencies if engaged 
in a commercial activity and will use the radio within a 75 mile 
radius of your permanent business location. 


“Pink” Channel (42.98 MHz) 
“Blue” Channel (154.570 MHz) 
“Green” Channel (154.600 MHz) 


Part #: DCAM50 Please specify Channel 


50 amps $13.95 ea. 
Reg. Price $199.00 Save $90! Our Special Price $79.95 


Meters include mounting hardware. Buy now below Wholesale Price! 


QUANTITY PRICING AVAILABLE PRICE AND AVAILABILITY SUBJECT TO CHANGE 


q 
z. 


MINIMUM ORDER: $25 CATALOG 2004 


Times Microwave Systems LMR® LLPL cables are high performance flexible 
low loss 50 Ohm coaxial communication cables designed for indoor use in 
wireless systems. In accordance with the National Electric Code (NEC), LMR® 
LLPL cables can be installed anywhere inside a building, including return 
ait-handling plenums (e.g. suspended ceilings). LMR® LLPL cable is unique 
in that it is the only low-loss, flexible cable that meets the stringent plenum 
cable requirements. 


Times LMR® LLPL cables can be used in applications such as Cellular, PCS, 
Paging 2-way radio, LMDS, MMDS, WLL, CLEC, ISM and telemetry. LMR® 
LLPL cables are actually a complete “system” of cables, connectors, 
installation tools and accessories — everything you need to make your job 
simple and successful. 


Times LMR® LLPL cables have superior RF performance compared to foam FEP cables. They are much more 
flexible than corrugated copper air-dielectric cables, making them much easier to install successfully, especially 
in difficult in-building situations. 


Besides LMR® LLPL cables, Times offers many other cable options, including: 
¢ LMR°: Standard outdoor cable for jumpers and feeder cable runs. 
* LMR® FR: UL/CSA listed. Fire retardant cables for installation anywhere in the buildings except plenums. 
* LMR® DB: Watertight with an inert flooding compound to completely eliminate water migration — 10 
year watranty. 
¢ LMR® Ultraflex: Stranded center conductor with more flexible outer jackets. 


Times also furnishes a complete line of site installation hardware — everything you need for a complete wireless 
installation. 

¢ Ground kits 

¢ Hangers (Snap-in, butterfly, blocks) 

¢ Hoisting grips 

¢ Weatherproofing kits (universal, cold shrink) 

¢ Tie wraps 

e Mounting hardware 

¢ Entry ports and accessories 


Times LMR Cables, Times Connectors, Installation Tools and Accessories. 


COAXIAL RELAYS 


| 
| 
| RF Parts Company can supply 
| 


RLC ELECTRONICS 
1. W YORK 


KISCO, NE 


1840095-1A 


ed if ney a MP RISEO. NIW YORR 
rz Cee COAXIAL SWITCH 
MODEL S-2886 
10110-229375 


RF Parts stocks Coaxial Relays for UHF & Microwave frequencies. 
Please check.our website for more detailed information: 


www.rfparts.com 
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SYOLOANNOO ONG 


SYOLOANNOO N-sadAL 


ASdsSAdu 


RFB-1100-2ST 


a 


Fig. 7B 
RFB-1116/G 


Fig. 11N 
REN-1022-1 


Fig. 17N 
REN-1028-2L2 


Fig. 1RP 
RP-1202-C 


Fig. 2B 
RFB-1101-1SI 


Fig. 12N 
REN-1022-8 


Fig. 18N 
N-MGM 


QUANTITY PRICING AVAILABLE 


MINIMUM ORDER: $25 
CONNECTOR PHOTOS 


photos are not to scale 


RFB-1107-1X 


Fig. 1N 
REN-1000-N 


Fig. 7N 
RFEN-1006-3F 


Fig. 13N 
REN-1024-1SI 


Fig. 19N 
NM-002 
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Fig. 2N 
RFN-1001-S 


REN-1009-C 


Fig. 14N 
RFN-1025-1 


Fig. 20N 
TC-240-NMH 


Fig. 4RP 
RP-3000-C 


RFB-1115 


Fig. 3N 
RFN-1002-1N 


Fig. 9N 
RFN-1020-1 


Fig. 15N 
REN-1027 


Fig. 21N 
TC-600-NMC 


Fig. SRP 
RP-3010-1B 


Fig. 10N 
REN-1021-5 


Fig. 16N 
RFN-1028-SI 


Fig. 6RP 
RP-1212-C 
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Part 
Number 
~ RFB-1100-2ST 
RFB-1101-1EN 
~ RFB-1101-1S1 | 
RFB-1101-1P 

_ RFB-1101-1X 
RFB-1106-2 


_ RFB-1106-2ST _ 
RFB-1106-2T 


i} RFB-1106-5 
I) RFB-1106-coT 
) RFB-1107-1P 
i] RFB-1107-1X 
i) RFB-1115° 
i} 69-9022 

- RFB-1116-SG 
RFB-1117 


RFB1707-D 


Part 
agate: 


REN-1000-N 0 


_REN- ee 


| e 5589RFX1 
_ UG-536B/U' 
134-0216-016_ 


_RFN-1002-1SI 
| REN-1002-2L2 
_RFN-1004-1SX 


RFN-1007-1G 
/ RFN-1007-2SX 
RFN-1009-3! 

» REN-1009-C 
TC240NMH 

| RFN-1020-1 
RFN-1021-4 

| RFEN-1021-5 
RFN-1022-1 


RFN-1022-8C 


HW REN-1025-1 

| RFN-1027 — 
REN-1028 
~ RFN-1028-SI 
RFN-1028-2L2 


_N-MGM 

i} NM-002 
UGS58U-1 

| TC-240-NMH 
TC-400-NMH 

i} 1TC-600-NMC. 


Part 


RFN-1022-8 
| REN-1024-1S1 


” RFN-1029-SX 


Number Fig. 


t_ 
ceneptore 
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Description 


BNC Male Clamp Plug 
BNC Male Clamp Plug 
BNC Male Clamp Plug 
BNC Male Clamp Plug 
BNC Male Clamp Plug 
BNC Male Crimp Plug 
BNC Male Crimp Plug 
BNC Male Crimp Plug 
BNC Male Crimp Plug 
BNC Male Crimp Plug 
BNC Male Crimp Plug 
BNC Male Crimp Plug 


BNC Female Jack Panel Mount 


BNC Male Bulkhead 
BNC 50Q Female Bulkhead 
BNC Female Bulkhead 
BNC Female Crimp Jack 
BNC Male Crimp Plug 
BNC Male Crimp Plug 


Description 
Type N Male Clamp Plug 
Type N Male Clamp Plug 
Type N Male with Solder Plug 


Twinax, Plug, Belden 
Type N Male Clamp Plug 
Type N Male Clamp Plug 
Type N Male Clamp Plug 


Type N Male Clamp Plug 
Type N Male Clamp Plug 
Type N Male Clamp Plug 
Type N Male Crimp Plug 
Type N Male Crimp Plug 
Type N, Male Crimp Plug 
Type N Male Crimp Plug 
Type N Male Crimp Plug 
Type N Male Crimp Plug 
Type N Male Crimp Plug 
Type N Male Clamp Plug 
Type N Male Crimp Plug 


Type N Male Right Angle Crimp Plug 
_ Type N Male Right Angle Crimp Plug 


Type N Male Crimp Plug 
Type N Female Panel Mount 
Type N Female Flange Jack 
_ Type N Female Flange Jack 

Type N Female Bulkhead 


Type N Female Crimp Bulkhead 
Type N Female Crimp Bulkhead 


Type N Female Clamp Jack 
Type N Female Clamp Jack 
Type N Female Crimp Jack 
Type N Female Crimp Jack 
Type N Female Crimp Jack 
Type N Female Crimp Jack 
Type N Female Crimp Jack 
Type N Bulkhead 
Type N Male Bulkhead 
Type N Female Flange Jack 
Type N Male Crimp Hex 
Type N Male Crimp 
Type N Male Clamp Hex 


Notes 


RG8/U 
9913 & LMR-400 
Proflex 
RG-8X & LMR-240 
RG-58/U & LMR19S 
RG-58/U & LMR1i9S 
RG-58/U & LMR19S 
RG-174/U & RG-316/U 
LMR200 
Proflex 
RG-8X & LMR-240 
4 Hole Flange 
3/8” Hole 
UG-1094/U 
D-Flat for UG58/U 
R658/U & LMR195 
for 75Q RG@59/U 
for 75Q RG-179/U 


Type N Connectors 


Notes 
RG-58/U & RG-142/U 


MINIMUM ORDER: $25 


COAX CABLE CONNECTORS 


BNC Connectors 


Cable 
Group 


RG-58/U, RG142/U & LMR-195 C, C1 


E 
| 


<DOWOO0OXxN 


NoOaQot | 


Cable 
Group 


C, C1 


RG-58/U, RG-142/U & LMR-195 C, C1 


RG-8/U, LMR-400, 
9813, RG-213 
8227 & 9207 
RG-58 
RG-8 & RG-213 
RG-8/U, 8214 
RG-213 
9913 & LMR-400 
LMR-600 
RG-8/X & LMR-240 
RG-174/U & RG-316/U 
RG-142/U 
RG-58/U 
LMR-600 
RG8/U 
RG-214/U 
Belden 9913 & LMR-400 


RG-8/X & LMR-240 
Belden 9913 & LMR400 
RG-58/U 
LMR240 
2 Hole Flange 
Mini 4 Hole Flange w/ Post 
Mini 4 Hole Flange w/Post 
Front Mount with 
Double D Flat 
RG-174/U & RG-316/U 
RG-58/U & LMR-195 
9913 & LMR-400 
RG-58/U & RG-142/U 
RG-58/U 
RG8/U 
9913 & LMR-400 
LMR-600 
RG8/X & LMR240 


0.62. hole required 
4 hole mtg. 
stock code: 3190-382 
LMR400 
LMR600 


EF t 


QO-=x -mmhOCwxh- mzz 


Xb-MO,4-O8 


Xx 
| 
L2 


Body 


2-22 QZ2e222Z22257 222020 


Body 
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Plating 
Pin 


G 
G 
G 
Ss) 
S) 
G 
G 
G 
G 
G 
G 
G 
G 
S 
G 
G 
G 
G 
G 


Plating 
Pin 


G 
G 
G 
S 
S 
S) 
G 
G 
G 
G 
G 
G 
G 
G 
G 
G 
G 
G 
G 
G 
S) 
G 
g 
G 
G 
G 
G 
G 
G 
G 
G 
G 
G 
G 
S 
G 
S 
iS) 
S) 
G 


Reverse Polarity (Gender) Connectors 


Description 


Notes 


RP-1005-C 

i]. RP-1006-3! 
RP-1028-| 

| RP-1202-C 
RP-1202-| 

| RP-1202-1B 
RP-1212-B 

_ RP-1212-C 
RP-1216-1 

| RP-3000-1C 
RP-3000-B 

~ RP-3000-C. 
RP-3000-I | 

| RP-3010-1B 
RP-3010-1C 

_ RP-3050-1B 
RP-3252-1B 


*Special Order Item 


2RP 


6RP 
6RP 
3RP 
_4RP 


~4RP 


1RP. 
1RP. 
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Type N Male Crimp Plug 
Type N Male Crimp Plug 
Type N Female Crimp Jack 
TNC Male Crimp Plug 
TNC Male Crimp Plug 

~ TNC Male Crimp Plug 

TNC Female Bulkhead Crimp Jack 

TNC Female Bulkhead Crimp Jack 

TNC Female Crimp Jack 

SMA Male Crimp Plug 
SMA Male Crimp Plug 
SMA Male Crimp Plug 
SMA Male Crimp Plug 
SMA Male Crimp Plug 


SMA Male Right Angle Crimp Plug 


SMA Female Crimp Jack 
SMA Female Bulkhead Crimp Jack 


‘Very Limited Supply 


RP(Gender) for RG-58U & LMR195 
RP (Gender) for RG-8/U, 9913 & LMR400 
RP (Gender) for RG-8/U, 9913 & LMR400 

RP (Gender) for RG-58/U 
RP (Gender) for 9913 & LMR-400 
RP(Gender) for RG-174/U & RG-316 
RP(Gender) for RG-174/U & RG-316 
RP (Gender) for RG-58/U, Rear Mt. 
RP(Gender) for 9913 & LMR-400 
RP(Gender) for RG-58/U & LMR195 
RP (Gender) for RG-174/U & RG-316/U 
RP(Gender) for RG-58/U 
RP (Gender) for RG-8/U, LMR400 & 9913 
RP (Gender) for RG-174/U & RG-316/U 
RP(Gender) for RG-58/U & LMR195 
RP (Gender) for RG-174/U & RG-316/U 
RP (Gender) for RG-174/U & RG-316/U 


Gu 
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Plating 
Body Pin 
n g 
N G 
N G 
N G 
N G 
N G 
N G 
N G 
N G 
G G 
N G 
N G 
N G 
G G 
G G 
G G 
G G 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


Die 


4A4AO0AAAOOR AAU AAO 


Die 


4H AAAASAAASIASAAS 44-4544 4544454444554 440 454 


Die 


> 


4A AAA AAA AAA 


Price Ea. 


1-4 
$3.05 
5.75 
5.35 
2.90 
2.80 
2.25 
2.60 
2.20 
2.45 
3.25 
2.25 
1.95 
2.80 
3.25 
2.25 
4.85 
2.50 
1.95 
1.95 


Price Ea. 


1-9 
$5.60 

3.00 

4.80 


6.60 
3.50 
3.50 
5.60 


SHAS 
12:95 
5.50 
4.95 
4.95 
4.25 
10.45 
4.25 
4.75 
4.75 
3.00 
4.95 
9°95 
9.95 
4.50 
5.25 
4.50 
4.25 
4.25 


£325 
5.50 
5g 
4.75 
4.50 
4.95 
4.50 
9.65 
4.00 
4.95 
4.95 
2.85 
4.70 
5.75 
20.00 


Price Ea. 


1-9 
$5.25 
S25 
3.45 
3.25 
57/5 
2:95 
4.25 
205 
3.25 
3.95 
3.50 
3.50 
6.90 
5.25 
5.25 
3.95 
4.95 


Price Ea. 


5-24 
$2.75 
Bike, 
4.90 
2.70 
2.45 
2.10 
Ben 
1.80 
2.10 
3.00 
2.00 
1.70 
2.40 
295 
2.10 
4.60 
2.25 
1.65 
1.65 


Price Ea. 


10-24 
$5.10 
4.95 
4.50 


5.00 
3.20 
3.20 
4.95 


5.20 
12.00 
4.95 
4.20 
4.15 
3.75 
9.15 
4.00 
3.75 
3.95 
2.85 
4.35 
8.95 
8.95 
3.95 
4.50 
4.25 
3.85 
3.45 


6.90 
4.95 
4.95 
4.20 
3.80 
4.50 
3.85 
8.40 
3.75 
4.65 
4.25 
2.60 
4.10 
5.30 


Price Ea. 


10-24 


$4.75 
4.75 
3.00 
2.65 
4.95 
2.60 
3.95 
pasos) 
2.95 
3.75 
3.10 
2.90 
6.45 
4.80 
4.95 
3.55 
4.50 


CATALOG 2004 


Price Ea. 
25-99 


$2.50 
4.75 
4.50 
2.45 


Price Ea. 
25-99 


$4.70 
4.55 
4.20 


4.40 
3.00 
3.00 
4.60 


4.50 
11.00 
4.60 
3.85 
3.80 
3.40 
8.40 
3.75 
3.50 
3.60 


3.95 
8.30 
8.30 
3.50 
4.15 
4.00 
3.55 
3. te) 


6.35 
4.55 
4.50 
3.85 
3.50 
4.10 
3.55 
7.70 
3.50 
4.25 
4.00 
2.40 
3.95 
4.95 


Price Ea. 
25-99 


$4.35 
4.35 
2715 
2.45 
4.50 
2.40 
3.50 
2.35 
def S 
3.50 
2.80 
2.65 
5.90 
4.35 
4.55 
3.20 
4.15 
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Fig. 18 
RSA-3000-B 


Fig. 7S 
RSA-3350-1 


Fig. 2U 
RFU-505-ST 


Fig. 8U 
RFU-601-1X 


Fig. 14U 
TC-600-UMC 


Fig. 5MM 
RMX-9350-1 


Fig. 8S 
RSA-3000-X 


Fig. 3U 
RFU-507-STF 


Fig. RT 
RT-3000-1C1 


RFT-1201-SI 


QUANTITY PRICING AVAILABLE 


MINIMUM ORDER: $25 


CONNECTOR PHOTOS 


photos are not to scale 


Fig. 9S 
RSA-3010-C 


Fig. 4U 
RFU-520-1E 


Fig. 10U 
SO-239 


RFT-1201-1P 
51 


Fig. 4S 
RSA-3252-B 


Fig. 1D 
RFD1605-2E 


RFU-527-T 


Fig. 11U 
RFU-504 


Fig. 2MM 
RMX-8010-1B 


Fig. 3T 
RFT-1202-C1 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


Fig. 5S 
RSA-3000-I 


Fig. 6U 
RFU-600-1 


Fig. 12U 
RFU-505-Cl 


RMX-9000-1B 


Fig. 4T 
RFT-1203-1P 


Fig. 6S 
RSA-3010-B 


Fig. 7U 
RFU-600-1X 


Fig. 13U 
RFU-507-SI 


Fig. 4MM 
RMX-9010-1B 


Fig. 5ST 
RFT-1212-B 


Part 


MINIMUM ORDER: $25 


CATALOG 2004 


FRE COAX CABLE CONNECTORS 


_ Number Fig. 
if RSA-3000-B 1S 
RSA-3000-C 2S 
| RSA-3000-C1 2S 
RSA-3000-1 5S 
| RSA-3000-X 8S 
RSA-3010-B 6S 
| RSA-3010-C 9S 
if RSA-3050-C 3S 
| RSA-3252-B 4S 
RSA-3350-1 7S 
af 901-9511-3 
9613-9523-019 
if 9613-9523-003 
Part 
i] Number Fig. 
i] RFD-1601-2L2 
RFD-1604-2L2 
| RFD-1605-2E 1D 
RFD-1640-2 2D 
Part 
Number Fig. 
| RFU-500 1U 
RFU-504 11U 
| RFU-505-C1 12U 
RFU-505-SRFU-505-ST 
if RFU-507-SI 13U 
RFU-507-ST 3U 
] RFU-507-STF 3U 
i] RFU-508-X 2U 
_ RFU-520-1E 4U 
RFU-527 
|) RFU-527-T 5U 
| RFU-600-1 6U 
| RFU-600-1X 7U 
_ RFU-600-3 7U 
» RFU-601-1X 8U 
RFU-601-3 8U 
e PL-259 9U 
] 83-1SP-1050 9U 
|) SO-239 10U 
= SO-239-1 10U 
| UG-175/U 
fH UG-175/U-S 
| UG-176/U 
UG-176/U-S 
| TC-600-UMC 14U 
| 
| Part 
Number Fig. 
JW RT-3000-1C1 — 1AT 
] 
| 
| 
} Part 
Number Fig. 
| RMX-8000-B 
RMX-8000-1B 1MM 
~ RMX-8010-1B 2MM 
RMX-9000-1B 3MM 
1 RMX-9010-1B 4MM 
RMX-9050-1B 
} RMX-9350-1 5MM 
Part 
Number Fig. 
| RMC-6010-B 


QUANTITY PRICING AVAILABLE 52 


SMA Connectors 


Cable Plating Price Ea. PriceEa. Price Ea. 
Description Notes Group Body Pin Die 1-9 10-24 25-99 
SMA Male Crimp RG-174/U & RG-316/U B N G le $2.95 $2.40 $2.20 
SMA Male Crimp Plug RG-58/U Cc N G aly 2.95 2.40 2.20 
SMA Male Crimp Plug RG-142/U C1 N G ab S25 2155 2:35 
SMA Male Crimp RG8/U, 9913 & LMR-400 | N G i 5.45 4.95 4.65 
SMA Male Crimp Plug RG8X & LMR-240 X N G FE 3.50 2.65 2.45 
SMA Male Right Angle Crimp RG-174/U & RG-316/U B N G aD 4.25 3.70 3.40 
SMA Male Right Angle Crimp RG-58/U Cc N G n6 4.25 4.25 3.90 
SMA Female Crimp Jack RG-58/U C N G ig 4.95 3.75 3.40 
SMA Female Crimp Bulkhead Jack RG-174/U B N G a 525 4.25 3.85 
SMA Female Vertical PC Mount G G T 3.95 3.55 3.25 
Amphenol SMA Male Crimp G 6.75 6.25 5.95 
SMA Right Angle Bulkhead Jack RG179, RG316, RG174 N G Th 8.95 8.50 7.95 
SMA Right Angle Bulkhead Jack RG179, RG316, RG174 N G df 6.95 6.35 5.95 
7-16 DIN Connectors 
Cable Plating Price Ea. PriceEa. Price Ea. 
Description Notes Group Body Pin Die 1-9 10-24 25-99 
7/16 DIN Male Clamp Plug LMR600 L2 S S a $36.00 $34.75 $ - 
7/16 DIN Male CrimpPlug LMR600 L2 S S ip 19.95 18.95 - 
7/16 DIN Male Crimp Plug RG-8/U, LMR-400 & 9913 «EI, PL S| S af 29.50 25.85 23.65 
7/16 DIN Female Panel Mount Jack 4 Hole Flange Ss S ij 47.95 43.50 39.85 
UHF Connectors 
Cable Plating Price Ea. PriceEa. Price Ea. 
Description Notes Group Body Pin Die 1-9 10-24 25-99 
UHF Male Solder Plug PL-259 Cc N S S $1.25 $1.05 $ .95 
Ferrule Plug RG-58/U C, C2 N N S 2.25 1.95 1.80 
UHF Male Crimp Plug RG-142/U C1 N N cS) 2.65 2°35 215 
2U UHF Male Crimp Plug RG-58/U C,C2 S§ S ali 2.50 2.00 
UHF Male Crimp Plug 9913 & LMR-400 | S) S$ a0 2.50 2.10 1.95 
UHF Male Crimp Plug RG-8/U = S S ag 2.60 2.10 1.90 
UHF Male Crimp Plug RG-214/U EB Ss $s L 2.95 2.45 2.25 
UHF Male Crimp Plug RG-8/X & LMR-240 X N N S 1.95 1.80 1.65 
UHF Female Clamp Jack RG-8/U & RG-214/U EE N Ss 45 5.50 4.65 4.25 
UHF Female Crimp RG-58/U C N S D 3.25 
UHF Female Crimp Jack RG-58/U Cc N S af 3.75 3.50 3.20 
Mini UHF Male Crimp Plug RG-58/U Cc N G D 1.50 1.20 1.00 
Mini UHF Male Crimp Plug RG-8X & LMR-240 X N G D 2.00 1.65 1.50 
Mini UHF Male Crimp Plug RG-174/U & RG-316/U B N G alk 2.00 1nOO 1.50 
Mini UHF Female Crimp Jack RG-8X & LMR-240 Xx N Ss D 2.60 2.05 1.90 
Mini UHF Female Crimp Jack RG-174/U & RG-316/U B N G ili 3.50 2.85 2.60 
_ UHF, our Best Grade RG-8/U, LMR-400 BE El S) S \ 1.95 1.65 1.55 
ee RG-213 
Amphenol PL-259 RG-8, 9, 11, 213, 214 Evel N Ss gLeP. 1.50 1.50 1.50 
UHF Panel Jack, Best Grade mates with PL-259 S S ih 2.65 2.45 2.30 
UHF Panel Jack mates with PL-259 N N B 1.10 .95 85 
Reducer/Adapter for PL-259 RG-58/U Cc N 45 05 30 
Reducer/Adapter for PL-259 RG-58/U C S 155 45 .40 
Reducer/Adapter for PL-259 RG-8X, RG-59, LMR-240 N 45 oO .30 
Reducer/Adapter for PL-259 RG-8X, RG-59, LMR-240 D,P, X Ss 55 45 40 
Type UHF Male Clamp LMR-600 L2 Ss G 28.00 
Reverse Thread 
Cable Plating Price Ea. PriceEa. Price Ea. 
Description Notes Group Body Pin Die 1-9 10-24 25-99 
SMA Male Crimp Left Hand Thread for RG-142/U C1 G G T 250 2.95 2.80 
MCX and MMCX 
Connectors used in Wireless Applications 
Cable Plating Price Ea. PriceEa. Price Ea. 
Description Notes Group Body Pin Die 1-9 10-24 25-99 
MCX Male Crimp Plug RG-174/U & RG-316/U B G G a $3.50 $3.35 $3.20S 
MCX Male Crimp Plug RG-174/U & RG-316/U B G G ip 3.25 2.85 2.60 
MCX Male Right Angle Crimp Plug RG-174/U & RG-316/U B G G T 5.25 4.80 4.40 
MMCxX Male Crimp Plug RG-174/U & RG-316/U B G G if 3.50 Sab 2.85 
-MMCX Male Right Angle Crimp Plug RG-174/U & RG-316/U B G G af 3:50 315 2.85 
MMCX Female Crimp Jack RG-174/U & RG-316/U B G G ils 3.95 3.75 3.50 
MMCX Vertical PCB Jack G GY 4.95 4.50 4.15 
MC Card 
Cable Plating Price Ea. PriceEa. Price Ea. 
Description Notes Group Body Pin Die 1-9 10-24 25-99 
M/C Card Right Angle Plug RG-316/U B N G 43 $4.25 $3.85 $3.50 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 
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Fig. 6T 
RFT-1213-X 


RFU-645 


Fig. 6BA 
RFB-1137 


Fig. INA 
REN-1011-1 


Fig. 7NA 
REN-1036-1 


Fig. 7T 
RFT-1202-3 


Fig. 1BA 
RFB-1130 


vw 


Fig. 7BA 
RFB-1141 


Fig. 8NA 
REN-1037-1 


QUANTITY PRICING AVAILABLE 


MINIMUM ORDER: $25 
ADAPTER PHOTOS 


photos are not to scale 


Fig. 8T 
RFT-1214-I 


Fig. 5UUA 
RFU-625 


Fig. 2BA 
RFB-1131 


Fig. 8BA 
RFB-1142 


Fig. 3NA 
RFN-1013-1 


Fig. 9NA 
REN-1040-1 


53 


Fig. 9T 
RFT-1217-X 


Fig. 6UUA 
RFU-627 


Fig. 3BA 
RFB-1133 


; 4 % Ps : 
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Fig. 9BA 
RFB-1144 


Fig. 4NA 
RFN-1014-1 


Fig. 10NA 
REN-1023 


Fig. 1UUA 
RFU-620 


Fig. 7UUA 
RFU-628 


Fig. 4BA 
RFB-1134 


Fig. 10BA 
RFB-1145 


Fig. 5NA 
RFN-1034-1 


Fig. 1TA 
RFT-1234 


Fig. 2UUA 
RFU-621 


Fig. 8UUA 
RFU-642 


Fig. 11BA 
RFB-1132 


Fig. 6NA 
RFEN-1035-1 


Fig. 2TA 
RFT-1231 


PRICE AND AVAILABILITY SUBJECT TO CHANG 3 


MINIMUM ORDER: $25 


COAX CABLE CONNECTORS & ADAPTERS 


Part 
Number 
_ RFT-1201-SI 
RFT-1201-1P 
| RFT-1201-1X 
RFT-1202-C1 
_ RFT-1202-2 
RFT-1202-3 
| RFT-1203-1P 
RFT-1203-1X 
mE REIt212 
RFT-1212-B 
| RFT-1213-X* 
RFT-1214-| 
_ RFT-1216-1. 
RFT-1217-X 
- TC240TM 


Description 
TNC Male Clamp Plug 
TNC Male Clamp Plug 
TNC Male Clamp Plug 
TNC Male Crimp Plug 
TNC Male Crimp Plug 
TNC Male Crimp Plug 
TNC Male Crimp Plug 
TNC Male Crimp Plug 
TNC Female Crimp Bulkhead Jack 
TNC Female Crimp Bulkhead Jack 
TNC Female Crimp Bulkhead Jack 
TNC Female Clamp Jack 
TNC Female Crimp Jack 
TNC Female Crimp Jack 
TNC Male Crimp 


Part 
Number 
| RFU-620_ 
RFU-621 
| RFU-622 
RFU-623 
RFU-626 
_ RFU-627. 
RFU-628 


Description 

Mini UHF Male to N Female 
Mini UHF Male to UHF Female 
Mini UHF Male to BNC Female 
Mini UHF Male to TNC Female 

Mini UHF Female to N Male 
Mini UHF Female to UHF Male 
Mini UHF Female to BNC Male 
Mini UHF Female to TNC Male 


TNC Connectors 


Cable 


Notes 
9913 & LMR-400 
Proflex 
RG-8/X & LMR-240 
RG-142/U 
RG-58/U 
RG-174/U 
Proflex 
RG-8/X & LMR-240 
RG-58/U & LMR-195 
RG-174 & RG-316 
RG-8X & LMR-240 
9913 & LMR-400 
RG-58/U 
RG-8X & LMR-240 
LMR-240 


<x<O-KDWOxXDVIOOxv-— 


Group 


Mini-UHF Adapters 


Replaces or 
Equivalent To 
Motorola 5880367B21 
Motorola 5880367B22 
Motorola 5880367B23 
Motorola 5880367B24 
Motorola 5880367B26 
Motorola 5880367B27 
Motorola 5880367B28 
Motorola 580367B29 


Body 


Body Pin 


Plating 
Die 1-9 
$5.95 


Z2BeZeaZzeaeZzeZzeZzeaZzw 
YNDDADDANDNDADDDADADDAD 
UUAGogogog on 4S 


2.85 
5.95 


Price Ea. 
1-9 
$5.20 
4.95 
2.45 
4.45 
5.80 
ys) 
4.50 
4.95 


au 
= 


Price Ea. 


Price Ea. 


10-24 
$5.30 
1.70 


2.45 
5.50 


Price Ea. 
10-24 
$4.70 

4.45 
2.20 
3.95 
525 
5.00 
3.95 
4.45 


CATALOG 2004 


Price Ea. 
25-99 
$4.85 
155 
2.45 
2188 
1.35 
2.45 
1.85 
1.85 
3.00 
2.85 
2.05 
3.85 
2.50 
2:25 
5.25 


Price Ea. 
25-99 
$4.30 

4.00 
2.00 
3.70 
4.80 
4.75 
3.70 
4.00 


ERFU-629 
RFU-642 
_ RFU-645 


Mini UHF Female to Mini UHF Female 
Mini UHF Female to SMA Female 
Mini UHF Male to UHF Male 


Motorola 5580367B30 4.00 
SEAS 


2.20 


3.75 
3} 8) 
1.80 


3.50 
4.95 
1.65 


S2e2e2e2z2ez2 
NDADDANDOOO® 
fl Bl Bl ow oS 


BNC Adapters 
Replaces or 
Equivalent To B 
Commercial Grade 


Price Ea. 
25-99 
$3.00 


Price Ea. 
10-24 
$3.25 

4.40 
4.60 
2.90 
1.80 
4.05 
3.30 
4.25 
B15 
3.25 
225 
5.25 
3.85 
3:25 


Part Price Ea. 
Number 

| RFB-1130 
RFB-1131 

| RFB-1132 
RFB-1133 

| RFB-1134 
RFB-1136 

| RFB-1137 
RFB-1141 

| RFB-1142 
RFB-1142-4 

| RFB-1144 
RFB-1145 

| RFB-1733 . 
RFB-1734 


Description 
BNC Malé to Double Female 
Triple BNC Female 
BNC Male to BNC Female 
BNC Male to BNC Male 
BNC Female to BNC Female 
BNC Male to UHF Female 
BNC Female to UHF Male 
BNC Female to Phone Plug 
BNC Female to SMA Female 
BNC Female to SMA (Motorola) Female 
BNC Female to F Male 
BNC Female to 1/4 x 32 Stud 
BNC Female to BNC Male 
BNC Female to BNC Female 


< 
ae) 
5 
® 


UG-306/U 


UG-914/U 
UG-255A/U 
UG-273/U 
HLN9756A 
Uniden / Johnson SMR 
Motorola Cellular 


TK240 & TK340 
7501 
7501 
Type N Adapters 
Replaces or 
Equivalent To 
UG-28A/U 
UG-27A/U 
UG-29B/U 


3.70 
3.00 


4.00 
3.50 


Ze22 22222222229 
DANZODADODHDOHOHHND 
mt tee!) Gl ee Se edo 


Price Ea. 
25-99 
$6.50 

7.50 
4.70 
4.85 
6.50 
5.45 
3.60 
4.80 
3.80 
4.95 


Part Price Ea. Price Ea. 
Number 

| RFN-1011-1 
RFN-1012-1 

| RFN-1013-1 
EZ400-NFBH 

| RFN-1014-1 
RFN-1023 

|} REN-1034-1 
RFN-1035-1 

_ RFN-1036-1 
RFN-1037-1 

_ RFN-1089-1 
RFN-1040-1 


< 
aes 
= 
1s) 


Description 
N Triple Female 
N Female to N Male 
N Female to N Female 
N Female to N Female 
N Male to N Male Barrel 
N Female to N Demale w/Double D Flat 
N Female to UHF Female 
N Male to UHF Female 
N Female to UHF Male 
N Male to BNC Female 
N Female to BNC Female 
N Male to BNC Male 


UG-57B/U 
UG-30/U 
UG-301/U 
UG-146/U 
UG-83A/U 
UG-201A/U 


ANDNHDNHRNHHHHHY 
DADDNDDNADADDOD 
Se | 


UG-1034/U 5.20 


TNC Adapters 
Replaces or 


Equivalent To B 
M539012/32-00001 


Price Ea. Price Ea. Price Ea. 


Part 
Number 
fe RFT-1227 
RFT-1230 

! RFT-1231 
RFT-1232 
~ RFT-1233 
RFT-1234 
| RFT-1235 
RFT-1236 

| 12761-0000 


< 
ws 
= 
© 


Description 

RA/TNC Female to TNC Male 

TNC Female to BNC Male 

TNC Male to BNC Female 
TNC Female to BNC Female 
TNC Female to Type N Male 

TNC Male to N Female 
TNC Male to UHF Female 
TNC Female to UHF Male 
Right Angle TNC Male to TNC Female 


ee ee ee ee eT 
DADDDONDOD®D 
4454S 4454 
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Fig. 1SA 


RSA-3403-1 


Fig. 7SA 
RSA-3458 


Fig. 138A 
RSA-3474 


Fig. SUA 
RFU-538 


Fig. 8SA 
RSA-3477 


Fig. 14SA 
RSA-3476 


Fig. IDA 


RFD-1650-2 


MINIMUM ORDER: $25 


ADAPTER PHOTOS 


photos are not to scale 


Fig. 3SA 
RSA-3450 


Fig. 9SA 
RSA-3478 


Fig. 1UA 
RFU-532 


Fig. 2DA 


RED-1652-2 


Fig. 4SA 
RSA-3451 


Fig. 10SA 
RSA-3402 


Fig. 3DA 


RFD-1671-2 


Fig. 5SA 
RSA-3452 


Fig. 11SA 
RSA-3453 


Fig. 3UA 
RFU-536 


Fig. 4DA 


RFD-1672-2 


Fig. 6SA 
RSA-3457 


Fig. 12SA 
RSA-3473 


Fig. 4UA 
RFU-537 
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Fig. RPA 
RP1223 


Fig. 2RPA 
RP1234 


Fig. 3RPA 
RP3405 


Fig. 4RPA 
RP3408-1 


Fig. SRPA 
RP3452 


Fig. 6RPA 
RP3453 
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QUANTITY PRICING AVAILABLE 55 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 CATALOG 2004 


COAX CABLE ADAPTERS 
SMA Adapters 


Part Replaces or Price Ea. Price Ea. Price Ea. 
Number Fig. Description Equivalent To Body Pin Die 1-9 10-24 25-99 
| RSA-3402 . 10SA RA/SMA Male to SMA Female N G as $6.95 $6.50 $6.15 
RSA-3402-1 RA/SMA Male to SMA Female G G it 7.95 7.45 6.95 
RSA-3403-1 1SA SMA Male to SMA Male G G ue 6.25 5.60 5.20 
RSA-3404 2SA SMA Female to SMA Female N G Ai: 3.90 3.55 3.20 
i] RSA-3450 3SA SMA Male to Mini UHF Female N G E 5/40 4.60 4.20 
HT RSA-3451 4SA SMA Male to Mini UHF Male N G ne 4.85 4.55 4.00 
| RSA-3452 5SA SMA Male to N Female — N G ae 5.35 eo 4.80 
if RSA-3453 11SA SMA Male to N Male N G I Sao 4.95 4.60 
(| RSA-3457 6SA SMA Male to UHF Female — N G T 6.25 5.50 5.00 
if RSA-3458 7SA SMA Male to BNC Female N G ay 5.30 4.80 4.35 
| RSA-3470 SMA Female to Mini UHF Male N G a 3.50 3.25 3.00 
i} RSA-3473 12SA SMA Female to TNC Female N G T 4.50 4.10 3.75 
| RSA-3474 13SA SMA Female to UHF Male N G a 5.95 5.45 4.95 
| RSA-3476 14SA SMA Female to BNC Male N G ie 5.45 4.85 4.45 
oc RSA-3477° = BSA SMA Female to N Female N G 7 6.20 5.60 5.00 
RSA-3478 9SA SMA Female to N Male N G As 7.45 6.75 6.00 


UHF Adapters 


Part Replaces or Price Ea. Price Ea. Price Ea. 
Number Fig. Description Equivalent To Body Pin Die 1-9 10-24 25-99 


| RFU-532 = 1UA UHF Male to UHF Female R/A UG-646/U N S D $3.95 $3.60 $3.25 
4] RFU-534 2UA UHF Triple Female N S D 4.45 3.95 3.50 
i} RFU-536  3UA UHF Female to UHF Female PL-258 N S DAP 1.70 1.55 1.40 
| RFU-537 4UA UHF Female to UHF Female Bulkhead UG-363/U N S D 4.50 3.95 3.50 
i) RFU-538° SUA UHF Male to UHF Male N Ss T 2.95 2.75 255 
| 
{| 
| 


7-16 DIN Adapters 


Part Replaces or Price Ea. Price Ea. 
Number Fig. Description Equivalent To Body Pin Die 1-4 5-up 


| 

RFD-1650-2 1DA 7/16 DIN Male to 7/16 DIN Male S S a $47.95 $39.95 
| | RFD-1652-2 2DA_ 7/16 DIN Male to 7/16 DIN Male R/A Ss S ae 79.95 67.95 
RFD-1670-2 7/16 DIN Male to N Male S S IE 45.95 

| RFD-1671-2 3DA 7/16 DIN Male to N Female S S Le 45.95 39.95 
 =RFD-1672-2 4DA 7/16 DIN Female to N Male Ss S i 47.95 42.95 
| RFD-1673-2 5DA 7/16 DIN Female to N Female S S a5 37.95 33.95 


Reverse Polarity (Gender) Adapters 


Part Replaces or Price Ea. Price Ea. Price Ea. 
Number Fig. Description Equivalent To Body Pin Die 1-9 10-24 25-99 


EP RPI2e8 = AAP RP-TNC (M) - TNC (F) N G t $5.75 $5.40 $5.05 
RP1234 2RP RP-TNC (M) - Type-N (F) N G T 6.95 6.60 6.25 
~ RP3405 3RP RP-SMA (M) - SMA (F) N G T 5.95 5.65 5.25 
RP3408-1  4RP RP-SMA (F) - MMCX (M) G G T 5.95 5.65 5.25 
| RP3452 5RP RP-SMA (M) - Type-N (F) N G T 6.75 6.40 6.05 
RP3453 6RP RP-SMA (M) - Type-N (M) N G T 6.95 6.60 6.25 


Low Loss ADAPTERS and CONNECTORS are the best quality available. 
Designed for lowest VSWR and loss. 


Dielectric Key: B Bakelite, Phen, Dap Plating Key: N Nickel 
D Delrin S Silver 
P Polypropylene G Gold 
T ~~ Teflon 


ee eS SS SS SS  ————————— eee 


Cable Groups 
RG-174, 188, 188A, 316/U; Alpha 9174, 9136; Belden 8216; Times LMR-100A 
RG-58, 58A, 58C, 141, 141A; Belden 8219, 8240, 8259, 8262, 9201, 9203, 9310, 9311; Times LMR-195 
RG-55, 55A, 55B, 142, 142A, 142B, 223, 400/U; Alpha 9055, 9055B, 9223; Belden 8219, 9907 
Times LMR-200 
RG-59, 59A, 59B, 62, 62A, 62C/U; Alpha 9059, 9062, 9830, 9840, 9845; Belden 8221, 8241, 9169, 9204, 9228 
RG-8, 8A, 213/U; Alpha 9008, 9213; Belden 8267, 9251, 9880 
RG-9, 9A, 9B, 214/U; Alpha 9214; Belden 8242, 8268 
RG-8/U; Belden 9913; Times LMR-400, LMR-400 UltraFlex; T-COM-400 
Times LMR-600, LMR-600 UltraFlex; T-COM-600 
Pro-Flex 800 
RG-8X; Belden 9258; Micro 8/U; Saxton 8315; Times LMR-240, LMR-240 UltraFlex 
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STANDARD DIE SETS 


All dies are precision diecast, not pressed, powdered metal. Change crimp 
dies with ease, using either a Phillips or standard screwdriver. 


The RFA-4005-01 die set is used to crimp RG58/U, RG59/ 
U, RG142/U, RG8X, Proflex and various video cables. Cav- 
ity dimensions: .052”, .068”, .100”, .213” & .255”. The .052” 
cavity is unique and used to crimp the center pins of the 
RFU-600-1 or AMP's 2266-001. 


Part #: RFA-4005-01 $24.25 


The RFA-4005-02 die set is used to crimp RG8/U, RG213/ 
U, RG214/U, and Belden 9913 cables. Cavity dimensions: 
100”, .128” & .429”. The .128” cavity crimps the center pin 
on Belden 9913 cable. This is the only die set with a .128” 
cavity for 9913 pins. 


Part #: RFA-4005-02 $24.25 


The RFA-4005-09 die set is used to crimp RG-174, RG-188, 
RG-316, LMR100 and Mini-59 coaxial cables. Cavity 
dimensions: .178”, .130” & .068”. Use with RFA-4005-20 
Crimp Handle. 


Part #: RFA-4005-09 $24.25 


CRIMP HANDLE ~ RFA-4005-20 


The RFA-4005-20 

crimp handle is preci- 

sion manufactured of 

high-carbon, heat- 

treated, stamped steel 

and designed for 

smooth and rapid die 

closure. Asimple pres- 

sure adjustment resets the scissors rachet mechanism to compensate for 
different crimp dies and crimp forces. When the correct die is used, the full 
cycle rachet will not release until a clean and tight crimp is achieved. Should 
a mismatch occur, the disengagement lever quickly releases the rachet 
mechanism. 


Part #: RFA-4005-20 List $57.83 Your Cost $39.95 ea. 


CELLUDAPT® CONNECTORS 


PT-4000-108 
OKI 900 


$7.95 


PT-4000-101 
Motorola 
SMA-Female 


$7.95 


PT-4000-104 
NEC 9A 


$7.95 


PT-4000-109 
Nokia P4000 


$7.95 


PT-4000-110 
NEC P3/P4 


$7.95 


PT-4000-112 
FME, Male 
Euro-Nipple 


$6.95 


PT-4000-150 
Female to 
Female 


$6.95 
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MINIMUM ORDER: $25 


eEIMEING TOOL AND DIE KIT 


The RFA-4005 is supplied with one RFA- 

4005-020 crimping tool frame and two die 

sets, the RFA-4005-01 and the RFA- 

4005-02. All contained in a durable, 

padded,self-storage case. 

Part #: RFA-4005 
| eee” Reg. $99.95 ea. 


List $141.68 


UNIDAPT® WATTMETER 
CONNECTOR SYSTEM 


These flange adapters give your [ 
wattmeter UNIDAPT flexibility and } 
power! Simply unscrew the 
standard fittings and replace them 
with our flange adapters. 
Immediately you have every 
connector in your UNIDAPT kit | 
usable with your wattmeter. Save 
time and always have the right | 
connector. 


See Unidapt® kit featured | 
separately on page 58. 


Part #: RFA-4047 
Includes two of each: 
PT-4010-001 (UNIDAPT Flange adapters) 
PT-4000-009 (N-Female UNIDAPT) 
PT 4000-007 (UHF Female UNIDAPT) 


$26.00 ’ ’ 
Elements and connectors sold seperately 


Adapters Only 
Permits use of Unidapt connectors on your Bird wattmeter or directional 
coupler. 


For Bird 43, 
contains two PT-4010-001 Unidapt 
Flange adapters. $11.95 


For Taibwavie 
Aan: or Bird 4304, contains two PT- 
4010-002 Unidapt flange adapters. 


Cut test time in half! With the UNIDAPT 
Coaxial Signal Sampler you can test for 
RF power failure or inject signal for noise 
measurements in transmitter output 
circuits without dismantling the line! An 
adjustable BNC female port is inductively 


N male and N female ports which may be 


connector ends (purchased separately). 
The BNC fitting will supply between 
20-80 dB of attenuated signal (depending on frequency) up to 3 GHz. Ideal 
for signal generators, tap offs, modulation meters or RF millivoltmeters. Power 
rating 50 watts. 


RFA-4059-A Includes N male (PT-4000-003) and N female (PT-4000-009) 
connectors. List $63.07 Your Cost $47.70 


RFA-4059-A1 With Unidapt terminations only (use connector ends from kit or 
table on page 18). List $55.01 Your Cost $41.00 


coupled to the main signal path between | 


replaced with any of the UNIDAPT | 


ee. ORS ER ee 5.2 
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UNIDAPT® Kit 
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UNIDAPT® Kit — RFA-4024 
Create any inter-series adapter you need 


» $109.95 


PT-4000-005 — PT-4000-011 PT-4000-006 PT-4000-012 
TNC-M TNC-F SMA-M SMA-F 
$5.95 $5.95 $6.95 $6.95 


UNIDAPT® Kit — RFA-4024 $109.95 
Create any inter-series adapter you need 


Our Universal Adapter is the Key 
Each UNIDAPT fitting has a common connector end and a univer- 
sal adapter end. Simply choose the two common connector ends 
you need, and screw them together with the universal adapter. It's 
so easy. That's why technicians love it! 


PT-4000-010 


Our ingenious adapter kits let you mix and match any 2 male or female PT-4000-004 


coaxial fittings. Build the perfect connector for the job - male to male, male BNC-M ENC 
to female, or female to female. $5.95 $5.95 


The UNIDAPT® connectors may be used on the BIRD wattmeters. See 
UNIDAPT wattmeter connector system. 


All UNIDAPT® sections are made of silver plated machined brass with a 
gold plated phosphor bronze contact anchored in a Teflon dielectric. 


| Thirty pieces are stored in a padded, soft zippered carrying case. 
30 PIECE UNIDAPT KIT CONTAINS: 


PT-4000-013 


6 — Universal Adapters ay anne : ; 
2 — UHF-Male 2 — BNC-Male 2 — SMA-Male we ee ang P 
2 — UHF-Female 2 — BNC-Female 2 — SMA-Female UME Meee ea ae a ote Cece 
2 — M-UHF Male 2 — N-Male 2 — TNC-Male $5.95 $5.95 $5.95 $5.95 
2 — M-UHF Female 2 — N-Female 2 — TNC-Female 


Unidapt Connectors available separately. 


Wi-Fi UNIDAPT® Kit 


Wi-Fi UNIDAPT® Kit 
RFA-4024-WIFI $139.95 


The universal adapter 
mates with all UNIDAPT® 
interface adapters, then mates 
with any other UNIDAPT® 
adapter. 


30 PIECE Wi-Fi UNIDAPT KIT CONTAINS: 


1 — MMCX-male 2 — Reverse Polarity SMA males 

1 — MMCX-female 2 — Reverse Polarity SMA females 
| 2—N males 2 — Reverse Polarity TNC males Each adapter, when joined using 
2 —N females 2 — Reverse Polarity TNC females one of the Universal Center 
1 2 — TNC males 6 — Universal Centers Adapters with another adapter, 
| 2 — SMA males creates any of the many possible 


adapter configurations. Any male to 
male, female to female, or male to 
female adapter you need is 
produced quickly and easily; simply 
mix or match the pieces to make 
your adapter. 


The RFA-4024-WIFI includes reverse polarity TNC, SMA, and 
MMCX male and female adapters. Technicians and engineers can 
now work with popular WLAN equipment from prominent 
manufacturers such as Linksys, Cisco and others. 


PT-4000-117 PT-4000-118 PT-4000-133 PT-4000-134 PT-4000-135 PT-4000-136 


$5.95 $5.95 $5.95 $5.95 $5.95 $5.95 
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GROUND BUSS BAR ASSEMBLY 


This Ground Buss Bar provides the ultimate in versatility by accommodating 13 
connections on the 4” x 12” x 1/4” plate. 

Complete with insulated mounting hardware and includes heavy 25 foot 
copper strap (2” wide, 1/16” thick). Hole size 7/16”. Net Weight: 17.3 Ibs. 
Part #: 487XJA2HL Reg. Dealer Price: $87.50 ea. Special $44.40 ea. 


MINIMUM ORDER: $25 


ANDREWS HELIAX® COAX 


HELIAX® is the Andrew brand name that stands for the most complete, 
cost-effective, high performance coaxial cable systems in the world. For 
more than 60 years, Andrew Corporation has led the industry in. meeting 
the need for semi flexible RF transmission line. Andrew HELIAX® prod- 
ucts offer a full line of best-in-class products for antenna-to-base-station 
radio solutions for terrestrial microwave, broadcast transmission line, and 
other RF subsystem applications. 


IN DREW 


RF Parts will install connectors upon request, and ship ready to install. 


For more information, please check our website: 
www.rparts.com/heliaxcoax.html 


ANDREWS HELIAX CONNECTOR KITS 


Cable 


%” FA1-50 
PSJ4-50B 


Price Ea. 


$6.95 
12.95 


Style 
TNC 
90°N(M) 


Type 
41WT 
F4PNR-H 


UNIVERSAL AMPLIFIER & LINEAR INSTALLATION WIRE KITS 


Single 20 ft. 12 AWG wire harness with 30A fuse; 30” 12 AWG ground wire 
plus a relay control wire. 


Part #: RD221 1-2 $9.95 ea. 


3-9 $7.95 ea. 


COAX CABLE RACK 


Reg. List $18.00 ea. 


Cable not supplied. 


Part #: RFW-1999 $7.95 ea. 
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Dual 20 ft. 10 AWG wire, each with 30A fuse. Dual 39” ground wire plus a 
relay control wire. Ideal for amps requiring 60 Amp power. 


Part #: RD223 Reg. List $35.00 ea. 1-2 $19.95 ea. 


3-9 $14.95 


HI VOLTAGE CONNECTORS 


Original Millen ¢ New Stock 


= / 9/32 D. 


41/2 
37001-C Red Shell 37001-D Red Flange 


Phenolic safety terminals. Floating tapered brass insert in shell assures 
low contact resistance. Rated at 7000 VDC @ 2 amps. Accepts wire up to 
9/32” OD. 


Part #: Black Shell 
Black Flange 
Red Shell 


Red Flange 


$5.90 ea. 
6.90 ea. 
5.90 ea. 
6.90 ea. 


37001A 
37001B 
37001C 
37001D 


f 
hs 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


4 
's 


MINIMUM ORDER: $25 


FLEXIBLE 6° JUMPER CABLE 


Amhenol connectors attached to each end of RG58A/U coax: 1 BNC (male), 
and 1 PL-259. VSWR 1.1:1 @ 150 MHz (typical). 


Ideal for connection between handy talkie and linear, wattmeter, antenna. 
Made in U.S.A. 


Part #: JUMPER1 $6.95 ea. 


TEFLON COAX 


for RF Transformers and Coax Jumpers 


Cable Zo 


RG316A/U-M17 50Q 
RG316A/U-M17 50Q 
RG142B/U-M17 50Q 
RG142B/U-M17 502 
RG179 7T5Q 
RG179/MIL-M17 75Q 
RG9530A 


*RG316-5, RG142 and RG179 cut to any length, 10 ft. minimum 


Part # Price 
RG316-3 $2.50 
RG316-5 _* ; 6), 749) 
RG142-5 : 9.50 
RG142- * 1.80/ft. 
RG179_* 1.75/tt. 
RG179MIL _* 2.00/ft. 


Note: RG316A/U is same as RG188A/U, but with slightly less outer 
insulation temperature specification. 


RG316 — * 


LOW IMPEDANCE COAXIAL CABLE 


High quality coaxial cable with teflon dielectric is available 
in various impedances from 10-25 ohms. Commonly used 
in 4:1 and 9:1 balun transformers, and matching circuits for 
paralleling transistors. More information available on our 


website: 


Order # Voltage Voltage EG AWG 0.D. Length Price 
BR-5 ~ 5kv go° Zea Date $4.45 
HV-20 60kv 30kv O52" 20s 0:16 1.95 
HV-23 30kv 1 50cm 20> 4 SORTS 9.75 
HV-25 20kv HOOP 22> O14 1.65 
HV-30 30kv 105° "20 7 0:76 6.75 
HV-40 40kv 20 ORI, 


www.tfparts.com 


HIGH VOLTAGE WIRE 
Ideal wire for HV power supplies 
Breakdown DC Operating Temp. 


Designed to cut copper or aluminum electrical cables. Works excellent on 
coax cables up to RG-8 size. Manufactured by Gardner Bender. 


Part #: CUTTER-1 List $24.95 Our Price $5.95 
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COAXIAL CABLE 


RFP and Times LMR Cables 


Price Per Ft.” 
Cable Part # 10-24 ft. 25-49 ft. 50-99 ft. 100-249 ft. 250 ft. 
LMR-100 $ .30 
LMR-195 : 
RFP240 
LMR-240 
LMR-240 UltraFlex® 
RFP400 
LMR-400 
LMR-400 UltraFlex) 
LMR-400 FR®) 
LMR-600 
LMR-600 UltraFlex® 3.10 


Call for quote on LMR900, LMR1200 & LMR1700 


Belden & Similar Quality Cables 


Price Per Ft.” 


Cable Part # Mfg. 10-24 ft. 25-49 ft. 50-99 ft. 100-249 ft. 250 ft. 500 ft. 


RG58U-BEL _ Belden 
RG58A/U-BEL Belden 
RG8X-BEL Belden 
8214/RG8 foam Belden 
RG213/U Belden 
RG214 Pasternack 
RG@214 MIL-C-17 Saxon 
RG@217/U Times 
RG316 Harbour 
9913 Belden 
9913F7 Belden 
RG174/U 
RG6/U 75Q 
RG59/U 75Q ; 
RG11A/U 75Q 56 it 47 44 
Cable prices subject to change without notice. 


Belden 


Connector installation $7.00 each. 


Notes: 


(1) Deposit or prepayment (Visa, MC, Discover, check with order) may be 
required on cable orders where shipping weight is significant. 

RG213/U is improved grade of standard RG8/U. 

Ultra Flex cable should be used where there is repeated flexing or 

twisting, i.e. where cable passes around an antenna rotor. 

All cables available in 500 ft. spools. Call for information. 

Direct burial cables are available in the LMR series. 

Fire retardent cable available. 


PREASSEMBLED COAXIAL CABLES 


Save on these pre-assembled cables. 


Connectors Body 


PL259 x 2 
PL259 x 2 
PL259 x 2 
PL259 x 2 
PL259 x 2 
PL259 x 2 
PL259 x 2 
PL259 x 2 
PL259 x 2 
TNC (M) x2 
90°N (M) x 2 


o 
‘ 


Order # 


213UMUM3 3 
213UMUM18 
213UMUMS50 
213UMUM75 
213UMUM100 
400UMUM20 
400UMUM50 
400UMUM75 
400UMUM100 
223TMTM.5 
214NMNM1.3 


Length Cable Notes 


RG213 Belden 
RG213 Belden 
RG213 Belden 
RG213 Belden 
RG213 Belden 
LMR400 Times 
LMR400 Times 
LMR400 Times 
LMR400 Times 
RG223/U Ericsson 
RG214/U Ericsson 
214NMNM4.6 RG214/U - 90°N (M) x 2 
142NMNM30 30° RG142B-—sMIL-C-17 N (M) x2 


RF Parts builds custom cables upon request. 
Please contact us with your requirements. 


ZPZTZZHHHHHHHHYW 
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es ee 


Paw __"-405 


= .240 


~—-LMRE 100A 


ee (S/n 


MINIMUM ORDER: $25 


‘cable! 


a for, EB through Satellite Bands 


i 


* Attenuation 
(dB/100') 
30 MHz 146MHz 440 MHz 2.4GH 


Black PE 90 .29 .65 1.2 2.9 


Jacket Shielding 
Material (dB) 


Black PE 


a PE 


Black PE 


Black PE 
Black PE 


88 15.6 38.9 


R features: Watertight foam polyethylene dielectric * Non-kinking © EZ install connectors 4 : 


QUANTITY PRICING AVAILABLE 


“Use calculator at www.timesmicrowave.com for loss at any frequency 


Times microwave systems — ($50). 


A Smiths:Industries. company estes 


> 
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COMMUNICATIONS COAX 500 


Featuring Times Microwave Systems LMR® Flexible Coax 


CATALOG 2004 


Benefits of LMR Cable 
Flexible: More flexible than corrugated copper cables; often eliminating the need for jumper cables. 
Low Cost: The most cost effective choice for antenna feeders and jumper cables. 
Low Loss: Loss comparable to corrugated copper cables. 
Weatherproof: Black polyethylene UV protected jacket for long life. Bonded aluminum tape resists moisture ingress. 


ATTENUATION (dB per 100 feet) 


LMR LMR LMR 1/2” RFP400 Belden RG214 + RFP240 Belden LMR LMR RG 
1200 900 600 Superflex LMR400 9913F7 9914 RG213 ~LMR240 RG8X 200 195 58/U 


Frequency/Size 1.200” 0.870” 0.590” 0.520” 0.405” 0.405” 0.405” 0.405” 0.240” 0.242” 0.195" ~ O°T95""" -0.195% 
30 MHz 0.209 0.288 0.421 0.561 0.7 0.8 0.8 ike 1.3 2.0 1.8 1.8 ZnS 

50 MHz 0.272 0.374 0.547 0.730 0.9 7a i 1.6 eve 2.5 2.3 2.3 3.1 

150 MHz 0.481 0.658 0.964 129 IED 1.7 ere 2.8 3.0 4.7 3.9 4.0 6.2 
220 MHz 0.589 0.803 1.18 1.58 1.8 Al 2st 3:5 3.7 6.0 4.8 4.8 7.4 
450 MHz 0.864 LAY, Weve 2.32 2i/ 3.1 3.1 5.2 Do 8.6 6.9 7.0 10.6 
900 MHz hace 1.70 2.50 3.44 3.9 4.4 4.5 8.0 7.6 12.8 39 SES. 16.5 
1,500 MHz 1.69 2.24 3.31 4.57 ost 6.0 = — 9.9 = lear 12.9 = 


POWER HANDLING (kW; +40C; Sea Level / Continuous Duty Cycle ) 


1/2” RFP400 Belden RFP240 Belden 
LMR1200 LMR900 LMR600 Superflex LMR400 9913F7 RG213 LMR240 RG8X LMR195 RG-58/U 


Frequency/Size 1.200” 0.870” 0.590” 0.520” 0.405” 0.405” 0.405” 0.240” 0.242” 0.195” 0.195” 

30 MHz 12.6 8.9 5.5 5.75 3.3 2.2 1.8 1.49 0.35 1.02 0.40 

50 MHz 9.7 6.8 4.3 4.42 2.6 1ez 1.2 1.15 0.28 79 0.30 

150 MHz 5.5 3.9 2.4 2.49 1.5 0.90 0.62 0.66 0.15 45 0.16 

220 MHz 4.5 3.2 1.9 2.04 1.2 0.60 ae 0.54 oe 37 sige 

450 MHz 3.4 Dp 1.3 1.38 0.83 0.45 0.30 0.38 0.08 26 0.08 

900 MHz 2.4 1.5 0.93 0.944 0.58 0.28 0.18 0.26 0.05 18 0.05 
1,500 MHz 1.6 te 0.70 0.705 0.44 0.20 _ 0.20 —_ 14 
Velocity (%) 88 87 87 85 83 66 84 80 80 


Low Duty Cycle Transmissions — For less than 50% of duty cycle. Power rating may be doubled. 


GENERAL PERFORMANCE PROPERTIES 


RFP400 RFP240 
LMR1200 LMR900 LMR600 LMR400 LMR240 LMR195 


Conductor: (note 1) 0.349” 0.262” 0.176” 0.109” 0.056” 0.037” 
Dielectric: Cellular PE (note 2) 0.920” 0.680” 0.455” 0.285” 0.150” 0.113” 
Shield: Aluminum Tape (note 3) 0.926” 0.686” 0.461” 0.291” Oras 0.118” 

Tinned Copper Braid 0.972” 0:732” 0.490” 0.320” 0.178” 0.141” 
Jacket: Black PE (note 4) 1.200” 0.870” 0.590” 0.405” 0.240” 0.195” 
Bend Radius (note 5) 6.57 3.00” W52 1.00” O75 0.50” 
Weight (Ibs/foot) 0.448 0.266 0.131 0.068 0.034 0.022” 
Temperature Range -40°C to +85°C 


Special LMR Products Notes: 


LMR Ultra Flex: A stranded center conductor and a more flexible jacket Center Conductor in LMR-900, LMR-1200 & LMR-1700 is Copper 
make LMR-UltraFlex ideal for applications requiring repeat bending. tube. Center Conductor in LMR-400, LMR-500 and LMR-600 is 
Available sizes include 400, 500 and 600. Attenuation is about 15% higher Copper Clad Aluminum. 

than for standard LMR cables. LMR-UltraFlex cable accepts standard LMR Low loss, closed cell polyethylene foam. Non-kinking. 


parece Aluminum Laminated Tape bonded to the Dielectric with a Tinned 
LMR-FR, Fire Retardant: The LMR-FR cables have fire retardant, low Copper Overbraid. 


smoke, non-halogenated jackets. The jackets are UV protected to allow 
longterm installation outdoors or indoors. They provide identical electrical 
performance to the standard LMR cables. UL CATVR listed for installation in 
risers & have been approved for use by the London Underground. Less than 1 ohm impedance change at bend. 
LMR-195 utilizes the same connectors as RG 58/U. 


Black, UV Protected Polyethylene. 
DB types are for direct burial. 
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ANDREWS HELIAX COAX ANDREWS HELIAX COAX 


LDF4.5 Superflexible Cable LDF7 Superflexible Cable 


5/8” Standard Cable, Standard Jacket LDF4.5-50 1 5/8” Standard Cable, Standard Jacket LDF7-50A 
Fire Retardant Cables: Fire Retardant Cables: 

5/8” Fire Retardant Jacket (CATVX) LDF4.5RN-50 1 5/8” Fire Retardant Jacket (CATVX) LDF7RN-50A 
5/8” Fire Retardant Jacket (CATVR) LDF4.5RN-50 1 5/8” Fire Retardant Jacket (CATVR) LDF7RN-50A 


Characteristics Characteristics 
Maximum Frequency, GHz 6.1 Maximum Frequency, GHz 2.9 


Velocity, percent 89 Velocity, percent 88 

Peak Power Rating, kW 62 Peak Power Rating, kW 315 ( 

Minimum Bending Radius, in. 8 Minimum Bending Radius, in. 20 a) 
Cable Weight, !b/ft. 0.27 Cable Weight, Ib/ft. 0.82 


Attenuation and AvEtaS Power 


MHz dB/100 ft. kW 


30.9 


Attenuation and pvelage Power 


a dB/100 ft. kW. 


LDF5 Superflexible Cable ANDREWS HELIAX COAX 


7/8” Standard Cable, Standard Jacket. LDF5-50A 
Fire Retardant Cables: 

7/8” Fire Retardant Jacket (CATVX) LDF5RN-50A 
7/8” Fire Retardant Jacket (CATVR) LDF5RN-50A 
Characteristics 

Maximum Frequency, GHz 5.0 


Velocity, percent 89 

Peak Power Rating, kW 91 met; 
Minimum Bending Radius, in. 10 eit — 
Cable Weight, Ib/ft. 0.33 

Attenuation and Average Power 


RF Parts Co. supplies HELIAX cable to your requirements. For large 
orders, please contact us for a custom quote. 


Connectors are available from us installed or 
sold separately. 
Please check the RF Parts website for additional connector information: 
www.rfparts.com 


Andrews Heliax Cable Pricing 


1.4” 
3/8” 
127 
1/4” 
3/8” 
ote 
5/8” 
3/4” 
1 1/4” 
1/8" 


FSJ1-50A 
FSJ2-50 
FSJ4-50B 
LDF 1-50 
LDF2-50 
LDF4-50A 
LDF4.5-50 
LDF5-50A 
LDF6-50 
LDF7-50A 


LDF6 Superflexible Cable 


1 1/8” Standard Cable, Standard Jacket LDF6-50 
Fire Retardant Cables: 

1 1/8” Fire Retardant Jacket (CATVX) LDF6ERN-50 
1 1/8” Fire Retardant Jacket (CATVR) LDFERN-50 


Characteristics 


Maximum Frequency, GHz 3.3 

Velocity, percent 89 

Peak Power Rating, kW 205 ve 
Minimum Bending Radius, in. 15 wR Dany 


Cable Weight, Ib/ft. 0.63 
Attenuation and peerage Power 


MHz dB/100 ft. kW. 


20 ft. Andrews FSJ4-50B 1/2” superflexible foam Heliax, with right angle 
Type-N male (FNPNR) already installed. 
Factory packaged for UPS shipping. 


Part #: FSJ450B-20 List Price: $140.00 RF Parts Special: $98.50 ea. 
6 Lot Price: $89.50 ea. 
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ANDREWS HELIAX COAX ANDREWS HELIAX COAX 
FSJ1 Superflexible Cable LDF1 Superflexible Cable 

1/4” Standard Cable, Standard Jacket FSJ1-50A t} 1/4” Standard Cable, Standard Jacket LDF1-50 
Fire Retardant Cables: Fire Retardant Cables: 
1/4” Fire Retardant Jacket (CATVX) FSJ1RN-50B 1/4” Fire Retardant Jacket (CATVX) LDF1RN-50 
1/4” Fire Retardant Jacket (CATVR) FSJ1RN-50B 1/4” Fire Retardant Jacket (CATVR) LDF1RN-50 
Characteristics a Characteristics 
Maximum Frequency, GHz 30.4 > Maximum Frequency, GHz 15.8 
Velocity, percent 84 _ Velocity, percent 86 
Peak Power Rating, kW 6.4 aut Peak Power Rating, kW 12.1 
Minimum Bending Radius, in. 1 eee Minimum Bending Radius, in. 3 Panes 
Cable Weight, |b/ft. 0.045 Cable Weight, |Ib/ft. 0.06 

Attenuation and Average Power Attenuation and Average Power 

Frequency Attenuation Average Power Average Power 
MHz dB/100 ft. kW MHz dB/100 ft. kW 


2.28 


FSJ2 Superflexible Cable 
3/8” Standard Cable, Standard Jacket FSJ2-50 
Fire Retardant Cables: 

3/8” Fire Retardant Jacket (CATVX) FSJ2RN-50 
3/8” Fire Retardant Jacket (CATVR) FSJ2RN-50 


Characteristics 


LDF2 Superflexible Cable 
3/8” Standard Cable, Standard Jacket LDF2-50 

Fire Retardant Cables: 

3/8” Fire Retardant Jacket (CATVX) LDF2RN-50 
3/8” Fire Retardant Jacket (CATVR) LDF2RN-50 


Characteristics 


Maximum Frequency, GHz 13.4 Maximum Frequency, GHz = 13.5 

Velocity, percent 83 Velocity, percent 88 

Peak Power Rating, kW 13.2 Peak Power Rating, kW 15.6 

Minimum Bending Radius, in. 1 Minimum Bending Radius, in. 3.75 Pom 
Cable Weight, lb/ft. 0.078 Cable Weight, Ib/ft. 0.08 


Attenuation and Average Power 


Frequency Attenuation Average Power 
MHz dB/100 ft. kW 


FSJ4 Superflexible Cable 
1/2” Standard Cable, Standard Jacket FSJ4-50B 
Fire Retardant Cables: 
1/2” Fire Retardant Jacket (CATVX) FSJ4RN-50B 
1/2” Fire Retardant Jacket (CATVR) FSJ4RN-50B 


Characteristics 


LDF4 Superflexible Cable 


1/2” Standard Cable, Standard Jacket LDF4-50A 
Fire Retardant Cables: 

1/2” Fire Retardant Jacket (CATVX) LDF4RN-50A 
1/2” Fire Retardant Jacket (CATVR) LDF4RN-50A 


Characteristics 


Maximum Frequency, GHz 10.2 Maximum Frequency, GHz 8.8 

Velocity, percent 81 Velocity, percent 88 

Peak Power Rating, kW 15.6 Peak Power Rating, kW 40 al 
Minimum Bending Radius, in. 25 Minimum Bending Radius, in. 5 

Cable Weight, |b/ft. 014 =< Cable Weight, !b/ft. Os 


Attenuation and peoede Power 
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c 4300 series CARRYING CASES 
nin 


Electronic Corporation 
CC-3 Carrying Case, 
8080 Dummy Load, 

Elements and 
Connectors 
Optional 


CATALOG 2004 


This hard-sided case includes shock 
absorbing laminated die-cut foam insets. 
Features include fold down handles, quick 
release latches, ridged aluminum frame, 
and durable polyurethane shell. 


Price Ea. 
$165.00 
215.00 


Part # 
4300-085 for Model 4391 
4300-055 for Model 4410 


Price Ea. 
$100.00 
65.00 


Part # 
CC-6 small case for Model 43 
RFPCC6 (similar to CC-6) 


Thruline® 
Wattmeters 


BIRD 43 Thruline® Wattmeter ¢ Measures both forward and 
reflected CW power in 50Q coaxial transmission lines. Low VSWR and in- 
sertion loss, + 5% of full scale accuracy. Plug-in elements provide a wide 
choice of frequency ranges from 2 to 1000MHz and power levels from 1W to 
10KW. Select one or more elements to suit your requirements. Comes with 
your choice of SO-239 or Type-N connectors. Other Quick Change connec- 
tors available. 67/s”h x 5'/s"w x 3°/s’d, 4.5 lbs. (CC-3 case shown) 


Part # 
BIRD MODEL 43-UHF with SO-239 UHF Female Conn. 
BIRD MODEL 43-N with Type N Female Conn. 


BIRD MODEL 43P-N CW/PEAK WATTMETER. N Conn. 
520.00 


BIRD MODEL43P-UHF CW/PEAK with SO-239 UHF 


Price Ea. 
$315.00 
315.00 


Ask about our reconditioned Bird Wattmeters. 


EC-1 Element Case 


The Model EC-1 element case lets 
you organize up to 12 Plug-In 
elements in a die-cut foam insert. The 
exterior is crafted from high density 
expanded vinyl, with a tanned brown 
finish and gold-tone hardware. 


Part # 
RFP EC-1 
EC-1 


QUICK CHANGE CONNECTORS 


For use on Bird & Coaxial Dynamic Wattmeters 


4240-050 
UHF-F 
$16.00 


4240-179 
UHF-M 


4240-125 
BNC-F 
$26.00 


4240-132 
BNC-M 
$67.50 


4240-336 
SMA-F 
$68.00 


4240-334 
SMA-M 
$93.00 


4240-268 
HN-F 
$36.00 


4240-278 
HN-M 
$66.00 


4240-346 
MINI UHF-F 
$54.00 


4240-156 
TNC-F 
$21.00 


TNC-M 
$33.00 


4240-031 
LC-F 
$89.00 


4240-025 
LC-M 
$157.00 


Description 
12 Element Pelican Case 
6 Element Bird Case, leather 


4240-160 


RFPEC-1 
Price Ea. 


$60.00 
45.00 


iy ae 
4240-062 
N-F 
$16.00 


4240-063 
N-M 
$26.50 


4240-363 4240-344 


EUROPEAN IEC 7-16 EUROPEANIEC 7-16 J. 


$87.00 $87.00 
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7/8” STANDARD ELEMENTS for BIRD and COAXIAL DYNAMICS METERS 


Bird 43 and Coaxial Dynamics 81000 series Wattmeters 


Coaxial : 
© Dynamics Bi 


Electronic Corporation 


: BirdiSBieww cae S75:DOM» Bird 5C ciciccs-ccve $75.00 
Not labl 
CoaxDyn 82020... 69.00 | CoaxDyn 82028 .. 69.00 
ie meen sird 10A eee... 75.00 
Not available 69.00 
pepe © | BIND 5A sccccccccsscse 75.00 
CoaxDyn 82014 .. 69.00 


75.00 
69.00 


EMOTE sersiasceacs $75.00 
CoaxDyn 82045 ... 69.00 


Bitdi0C ....:5 $e 75.00 
CoaxDyn 82029 .. 69.00 


Birde0D ......206.7 


Dire OB Fs. ...c5:.0-. 
CoaxDyn 82037 .. 69.00 


CoaxDyn 82046 ... 69.00 


Bird 2OB ree gers: 75.00 
CoaxDyn 82022 .. 69.00 


WCU omen 75.00 
CoaxDyn 82030 .. 69.00 


Bit COD ence: 75.00 
CoaxDyn 82038 .. 69.00 


Bid 25 st aeassnt 
CoaxDyn 82047... 


Bird 50B ies. 5025 75.00 
Coax Dyn 82023 . 69.00 


Bird50C ....nece 75.00 
Coax Dyn 82031 . 69.00 


Bd S0D%..933 75.00 
Coax Dyn 82039 . 69.00 


BiRBOE, «sees 75.00 
Coax Dyn 82048 .. 


75.00 
69.00 


Bird 100B............. 75.00 
CoaxDyn 82024 .. 69.00 


Bird: 1006 sscxc0x 75.00 
CoaxDyn 82032 .. 69.00 


Bird:100D sans. 75.00 
CoaxDyn 82041 .. 69.00 


BipgiTOOR vo scat 
CoaxDyn 82049... 


75.00 
69.00 


Bird 2508 sree 75.00 
Coax Dyn 82025 . 69.00 


Bird 2506. sxe. 75.00 
Coax Dyn 82033 . 69.00 


Bird 250D............ 75.00 
Coax Dyn 82042 . 69.00 


Bird 2OOE wtsis. se 75.00 
Coax Dyn 82050 .. 69.00 


75.00 
69.00 


Bird 5008 2 ....... 75.00 
CoaxDyn 82026 .. 69.00 


BY O0UG nd 75.00 
CoaxDyn 82034 .. 69.00 


Bid S00D jr dt 75.00 
CoaxDyn 82043 .. 69.00 


Bird BOGE cacdscs 75.00 
CoaxDyn 82051 ... 69.00 


75.00 | Bird 1000B........... 75.00 | Bird 1000C........... 75.00 | Bird 1000D.......... 75.00 
69.00 | CoaxDyn 82027 .. 69.00 | CoaxDyn 82035 .. 69.00 | CoaxDyn 82044 .. 69.00 
Bird 25008 ......... 230.00 


Bird 2500H......... 132.00 | Bird 2500A........ 230.00 | Bird 2500B......... 230.00 | Bird 2500C......... 230.00 

CoaxDyn 82009 123.00 | CoaxDyn 82053 149.00 | CoaxDyn 82054 149.00 | CoaxDyn 82055 149.00 | CoaxDyn 82056 149.00 | CoaxDyn 82057 . 149.00 

Bird 5000H ........ 132.00 | Bird 5000A........ 230.00 | Bird 5000B......... 230.00 | Bird 5000C........ 230.00 Bird 50006 ......... 230.00 

CoaxDyn 82010 123.00 | CoaxDyn 82058 149.00 | CoaxDyn 82059 149.00 | CoaxDyn 82060 149.00 | CoaxDyn 82061 149.00 | CoaxDyn 82062. 149.00 

Bird 10000H ...... 230.00 Bird 10000B ...... 230.00 Bird 10000E ...... 230.00 
10000 | CoaxDyn 82011 149.00 | CoaxDyn 82063 149.00 | CoaxDyn 82064 149.00 | CoaxDyn 82065 149.00 } CoaxDyn 82066 149.00 | CoaxDyn 82067. 149.00 


CoaxDyn 8208016" .... 154.00 
*only for 81000A wattmeter 


Bird 10006 ........... 75.00 
CoaxDyn 820852 ... 69.00 


Element Group Net Each 
Bird 500J though 5000J $230.00 
Bird 1K through 50K 1100-1800 MHz elements (table 3) 159.00 
Bird 1L through 50L 1700-2200 MHz elements (table 3) 159.00 


1000w Bird 1000P $164.00 


2500w Bird 2500P 164.00 
5000w Bird 5000P 164.00 


10000w Bird 10000P 164.00 


RF Parts Company is now an Authorized 
Coaxial Dynamics Distributor. 


Contact RF Parts for all your Coaxial Dynamics needs. 
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MILLIWATT ELEMENTS 


For Bird 43 & CoaxialDynamics Meters 


500 mW 


Bird Electronic CoaxDyn Bird Electronic CoaxDyn Bird Electronic CoaxDyn 
Freq Model Freq Model | Freq Model Freq Model | Freq Model Freq Model 
MHz Number MHz Number | MHz Number MHz Number| MHz Number MHz Number 


= = 20-23 820A022 | 72-76 430-22 70-80 820B075 a = 25-30 8200028 
45-50 430-266 44-50 820A047 a a 72-76 820B074 = = 65-90 8200078 

= = 62-70 820A066 | 88-108 430-217 = = 72-76 430-33 72-76 8200074 
72-76 430-2 72-76 820A074 | 105-120 430-20 105-120 820B113 | 88-108 430-247 < = 

= = 105-120 820A113 | 116-126 430-48 = = 105-120 430-26 105-120 820C113 
= 125-136 820A130 | 130-150 430-13 130-150  820B140] 120-136 430-248 = = 
135-175 430-86 135-165  820A150 = = 150-180  820B165] 136-150 430-249 130-170 8200150 

- = 160-175 820A167 | 190-210 430-65 ey = 240-290 430-27 240-290 8200265 

= = 190-205  820A198 = = 310-350  820B330} 290-340 430-253 300-350 8200325 
320-340 430-205 310-350  820A330 = = 416-436  820B426} 340-360 430-157 “= es 
400-420 430-7 400-420  820A410 | 450-470 430-61 = = 350-400 430-254 = = 
420-450 430-208 = a = = 800-900 . 820B850}| 400-450 430-255 = 3 
450-470 430-8 450-470  _820A460 | 800-1000 430-264 900-950 8208925} 450-500 430-256 450-470 8200460 
600-800 430-169 740-760  820A750 600-800 430-258 800-900 8200850 
800-1000 430-263 800-900  820A850 800-1000 430-265 900-950 8200925 


100mW, 250mW, 500mW Elements 


Manufacturer Net Each 


Bird Corporation $149.95 
Coaxial Dynamics 135.00 


RF Parts stocks a limited supply of low power and “milliwatt’ elements. 
Contact us for delivery information. 


Low Watt Elements 


1 Watt 2.5 Watts 1 Watt & 2.5 Watt Elements 


CoaxDynamics Bird Electronic | CoaxDynamics Bird Electronic Manufacturer Net Each 
Freq Model Freq Model | Freq Model Freq Model Bird Corporation $100.00 
MHz Number MHz Number | MHz Number MHz Number Coaxial Dynamics 95.00 


28-44 820D036 = = - - 25-30 025-2 
40-50 820D045 40-50 040-1 = - 30-40 030-2 
44-70 820D057 50-60 050-1 - = 40-50 040-2 
- ~ 60-80 060-1 - - 50-60 050-2 
= = 80-95 080-1 | 60-80 820E070 60-80 060-2 
70-120 820D095 95-125 095-1 | 80-140 820E110 80-95 080-2 
108-118 820D113 110-160 110-1 | 95-150 820E123 95-150 095-2 
108-181 820D145 150-250 150-1 | 150-250 820E200 150-250 150-2 
150-250 820D200 er = 200-300 820E250 200-300 200-2 
200-300 820D250 200-300 200-1 | 225-400 820E313 250-450 250-2 
275-450 820D363 275-450 275-1 | 275-450 820E363 - = 
310-350 820D330 = 3 340-560 820E450 400-850 400-2 
327-543 820D435 = © 800-950 820E875 800-1000 801-2 
425-850 820D638 425-850 425-1 
800-950 820D875 800-1000 801-1 
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COAXIAL DYNAMICS 81000-A & 83000-A SERIES WATTMETERS 


The Model 81000-A Wattmeter can measure RF Power in 50 Ohm coaxial cable and transmission lines, and accept plug-in elements 
in the range of 100 mW to 10 kW full scale, and from 0.45 to 2300 MHz. 


The 81000-A is easy to use. Simply connect the Wattmeter between the transmitter and antenna or 
dummy load, plug in the appropriate measuring element and select forward or reflected direction. The RF 
power is directly displayed on the 4-1/2” triple scale meter. 


Versatile and strong, the Model 81000-A can be used with accessory cables up to 200 feet from the meter 
and is protected by a rugged, virtually indestructible shockproof housing. For added convenience, two sockets for 
storage of additional elements are located on the back of the unit. 


The use of a rugged shock mounted meter with a mirror-backed scale, along with superior taut band 
; r technology, provides reliable and accurate readings, and also that satisfies both the US Navy and Cana- 
ing witiemnn 3 dian standards for bounce and vibration. This is your assurance of complete accuracy. 


The 83000-A is the same as the 81000-A with Peak Kit installed. 


Specifications: 
Model: 81000-A Impedance: 50 ohms 
Power Range: 100mW to 10kW RF Connectors: Type-N female standard* 
Frequency Range: 0.45 MHz to 2300 MHz Nominal Size: 4” D x 5” W x 7.3”H 
VSWR: with N Connectors 1.05:1 max. Weight: 3.6 lbs. 
Accuracy: +5% of full scale Case Finish: Blue Polyurethane Enamel 
“other Quick Match Connectors available 


e Shock mounted “taut band” Meter Part # 
e 4 1/2” mirrored Scale 
Quick Match Connectors 
Internal Line Section 
Gold Plated Plug-In Elements 
Two Year Limited Warranty 


Description Price Each 


CD81000AN with Type N Connectors Special: $255.00 
CD81000AUHF with SO-239 UHF Connectors Special: 255.00 
CD83000AN with P.E.P. Kit and Type N Connectors Special: 379.00 
CD83000AUHF with P.E.P. Kit and UHF Connectors Special: 379.00 
CD83050 P.E.P. Kit for 81000-A Special: 124.00 
CD88950A Replacement Meter Movement for 81000-A Special: 125.00 
CD88800 Carrying Case for 81000-A Special: 54.95 


COAXIAL DYNAMICS 83060 PEAK READING WATTMETER 


Similar in appearance and operation to our standard Model 81010 Wattmeter, the Model 83060 converts from Average Reading to 
Peak Reading with the flip of a switch, by inserting a peak reading amplifier between the element and the meter. 


The Model 83060 is designed to measure RF power in amplitude modulated systems such as tele- 
vision, telemetry, radar and peak envelope power (PEP) such as SSB and AM signals. 


The use of a rugged shock mounted meter with a mirror-backed scale, along with superior taut band 
technology, provides reliable and accurate readings, and also that satisfies both the US Navy and 
Canadian standards for bounce and vibration. This is your assurance of complete accuracy. 


Your confidence in the quality and dependability of the Model 83060 Wattmeter is assured with the 
Coaxial Dynamics Two Year Limited Warranty. 


Specifications: 
Model: 83060 
Power Ranges: 15, 50, 150, 500 and 1500 watts full scale 
(500 watts maximum from 800 to 1000 MHz) 
Frequency Range: 25 MHz to 1000 MHz 
VSWR: 1.08 max. from 25 to 512 MHz (with UHF female connectors) 
1.12 max. from 512 to 1000 MHz (with UHF female connectors) 
Accuracy: (Average Mode) 
25 to 100 MHz, +7% of full scale using corrections chart 
100 to 512 MHz, +6% of full scale, no correction required 
512 to 1000 MHz, +7% of full scale, no correction required 
(Peak Mode) 
peu movable broadband: Element 25 to 100 MHz, +9% of full scale using corrections chart 
shock mounted ‘taut band” Meter 100 to 512 MHz, +8% of full scale, no correction required 
pve inifvored Scale 512 to 1000 MHz, +9% of full scale, no correction required 


Quick Match Connectors q 
Insertion Loss: 0.10 dB max. from 25 to 512 MHz (with UHF female connectors) 


Internal Line Section 
Supplied with Type-N female connector 0.15 dB max. from 512 to 1000 MHz (with UHF female connectors) 


Gold Plated Plug-In Elements Element: Non-removable Broadband (25 to 1000 MHz, 1500 watts max.) 
Two Year Limited Warranty 


Coaxial Dynamics 83060 Price Ea. $689.00 
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BIRD 4391A RF DIRECTIONAL WATTMETER 


The ruggedly built, multifunction Model 4391A RF Power Analyst features a digital 
display, microprocessor-based operation, and simplified, push-button control. This 
wattmeter is well suited to C%, telemetry, two-way communications, avionics and 
radar, as well as standard radio and television applications. 


Elements 
Sold Separately 


Frequency: 0.45 to 2700 MHz. 

Power: 100 mW to 10 kW with 20% over-range. 

Reads forward and reflected CW or FM power in watts or dBm, 
Peak Envelope Power or SSB/DSB and symmetrical AM in 
watts, and peak power for pulses as narrow as 0.8 us. 
Calculates SWR, return loss in dB and % modulation. 

Stores peak and null readings to facilitate adjustment of 
maximum and minimum signal levels. 

Shock-resistant keyboard and range switches. RFI protection. 
Built-in international power supply/charger. 


BIRD MODEL 4304A 
Covers all power ranges required 
for measurement of all two-way 
communications systems. 


25-1000 MHz, with one broadband, 
locked-in-place element calibrated 
to the instrument. 5-500 watt, se- 
lectable scales: 5, 15, 50, 150, 
500w (150w max, 800-1000 
MHz). 

Similar to Model 43, with UHF 
connectors. Other connectors 
available using Bird Quick 
Change or Unidapt system. 


RF Parts Special 
$586.00 


Specifications: 
Model: 4391A 
Power Range: 100mW to 10 kW using Bird Plug-in Elements 
Frequency Range: 450 kHz to 2.7 GHz 
Insertion VSWR: with N Connectors 1.05 max to 1000 MHz 
Accuracy: Power Readings: +5% of full scale CW +8% PEP; VSWR: 
+10% of reading % Modulation: (CW power 1/3 or more of full scale) +5% 
(0-90%) +10% (90-100%) 
Usable Over-range: to 120% of scale (CW, PEP, SWR and Return Loss) 
Sampling Rate: 2 to 3 readings per second 
Display: 3 1/2 digit, 0.3” LED strobed 
Modulation Frequency: 25 to 10,000 Hz (Audio) 
Pulse Parameters: (min.) Pulse width 0.8 ps (100-2700 MHz), 1.5 us (26- 
99 MHz) and 15 us (2-25 MHz); Repetition Rate 25 PPS, and Duty Factor 
1 x 10-* min. 
Return Loss: +0.3 dB to corresponding SWR value 
Battery Life: + 8 hours (rechargeable) 
AC Power: 100-130/200-260 V, 50/60 Hz, 6 W 
Connectors: QC Type (Female N normally supplied) 
Nominal Size: (includes connectors) 9 9/16” L x 5 7/32” W x 4 5/16” H 
Weight: 5 3/4 Ibs. 


Bird 4391A Special $1596.00 


Ask about Reconditioned 4390 & 4391 Meters 


BIRD MODEL 4308 
Dedicated UHF/Cellular/Trunking 
Wattmeter 
440-960 MHz, two-way / 
trunking /cellular. 1.5-50 watts, 
selectable scales 1.5, 5, 15, 50 
watts included. Connectors: 
TNC female. Other connectors 
available using Bird Quick 

Change or Unidapt system. 


RF Parts Special 
$708.00 


Bird is in stock! 


Vv Immediate Shipment 
Y Best Pricing 


RF Parts can special order most Bird products not listed in our Catalog. 


Dummy Load & High Power Broadcast Models available. 
Delivery is often only a few days. 
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BIRD 4041 FIELD-STRENGTH METER 


The Model 4041 Meter is a self-contained, compact instrument that per- 
forms exactly the same functions as the 4030 element in a Bird 43 meter. 


Specifications 
Model: 4041 
Frequency Range: 1 to 1000 MHz 
Dynamic Range: 30 dB min. 
Typical Sensitivity: Full-scale deflection at 8 ft. (2 1/2 m) from a 1 W 
source broadcasting at 150 MHz through a quarter wave antenna. 
Battery Life: 200 hours min. 
Battery Type: One QV Alkaline “transistor” battery (NEDA #1604A) 
Ambient Temperature Range: 0°C to +50°C 
Nominal Size: (w/out antenna) 4 3/8” L x 2 1/2” W x 2 1/4” D 
Weight: (includes batteries) 10 oz. 


Part #: 4041 Price: $336.00 ea. 


BIRD 4030 FIELD-STRENGTH ELEMENT 


|| The modestly priced Model 4030 Relative Field-Strength Elements expands 


the capabilities of the Model 43 and other Bird THRULINE® wattmeters 
(with 30 pA meters) by helping you optimize the radiated signal of any 
transmitter from 2-1000 MHz. It automatically turns on when plugged into 
the element socket and features a gain control to adjust sensitivity to various 
field intensities. 


Specifications 
Model: 4030 
Frequency Range: 1 to 1000 MHz 
Dynamic Range: 30 dB min. 
Typical Sensitivity: Full-scale deflection at 8 ft. (2 1/2 m) from a 1 W 
source broadcasting at 150 MHz through a quarter wave antenna. 
Output Characteristics: Compatible with 30 nA meter instruments. 
Battery Life: 100 hours min. 
Battery Type: Three 3V Lithium-Manganese Dioxide cells (Duracell DL2032 
or equivalent) 
Ambient Temperature Range: 0°C to +50°C 
Weight: (includes batteries) 10 oz. 


Part #: 4030 Price: $165.00 ea. 


QUANTITY PRICING AVAILABLE 
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BIRD 4410A MULTIPOWER METER 


The 4410A high-sensitivity wattmeter is a solid choice for field- 
service applications where the greater dynamic range of the plug- 
in elements substantially reduce the number of elements needed 
to cover multiple power and frequency ranges. It is also well-suited 
to laboratory work where power levels as low as 2 milliwatts must 
be measured with high accuracy. 


Each 4410A wattmeter plug-in element is capable of reading seven 
different power ranges cover 0.002* to 10,000 watts. The power 
ranges of the different elements overlap and include: 0.002—10 W, 
0.02-100 W, 0.2-1000 W and 2-10,000 W. All ranges are in fre- 
quency bands from 200 KHz to 2300 MHz. Any one of the seven 
power ranges is selected by a rotary switch located on the front of 
the wattmeter. Forward and reflected power measurements are 
accomplished by rotating the element. 


Exceptional +5% of reading accuracy is achieved via a built-in tem- 
perature compensation circuit. This stated accuracy applies from 
100% of full scale down to 20% of full scale across all seven ranges. 


Elements Sold Separately 


Model: 4410A 

Power Range: 2 mW to 10 W, 20 mW to 100 W, 200 mW to 1 kW or 2 W 
to 10 kW full scale in one single Plug-in Element. Any Bird Series 4410- 
Element may be used. (This meter is not compatible with elements for the 
Bird 43.) 

Frequency Range: 200 kHz to 2.3 GHz CW or FM 

Insertion VSWR: with N Connectors 1.25 max to 2300 MHz 

Accuracy: +5% of reading for any reading above 20% of the Power Range 
selected for FM or CW signals without AM. This accuracy is maintained for 
a full 37 dB dynamic range with each 4410 Element (except No. 4410-1 
200 kKHz-535 kHz which is accurate to +10% of reading, and 4410-15 1.0— 
1.8 GHz and 4410-16 1.8-2.3 GHz which are accurate to +8% of reading.) 
Ambient Temperature Range: Elements 4410-1 through -8 and -10 
through -16 are temperature compensated for rated accuracy from 0°C to 
50°C (32° to 122°F), and 4410-20 through 27 from 20°C to 30°C (68° to 
86°F). 

Over-Range Protection: To 120% of nominal full scale (i.e. 12 W, 120 W, 
1,000 W, or 12,000 W). No damage or degradation to the unit will result, 
regardless of the Range Selector Switch position. 

Battery Life: 24 hours min. with standard 9V Alkaline “transistor” battery 
(NEDA No. 1604A supplied) 

Connectors: QC Type (Female N normally supplied) 

Nominal Size: (includes connectors) 6 7/8” H x 5 1/8” W x 3 5/8” D 
Weight: 3 Ibs. 


Part #: 4410A 
Ask about our reconditioned Bird 4410 & 4410A meters. 


Price: $730.00 ea. 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 
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CATALOG 2004 MINIMUM ORDER: $25 


DIRECTIONAL COUPLERS PEAK POWER MEASUREMENT 


All couplers utilize standard BIRD Quick Change Connectors and BIRD MODIFICATION KIT 


Elements. Mounting brackets included with 4522-002-5. These couplers for BIRD Model 43 Wattmeters 
are designed to match standard BIRD meter P/N 2080-002. Order end 


connectors from page 28. 


Single Directional Coupler 
With Cover/Bracket 


Part #: 4230-059 $162.75 


15 minutes/no soldering will turn your Bird into a True Peak Reading Meter. 
Accuracy: CW mode +5%/Peak mode +8%. 9V transistor radio batteries 
included. Part #: 4300-400 $175.00 ea. 


BIRD POWER vs. VSWR CHART 


Nomograph gives fast reference from Power to VSWR. Made of laminated 
plastic for heavy use. 5 1/2” x 6 1/2”, 2 sided. 


Dual Directional Coupler 
Ideal for remote measurements. 


Switch between the two elements for forward & reverse power reading. 
Part #: 4522-002-5 Call 


Part #: 4400-012 


REPLACEMENT METERS 
Re PARTS" for the BIRD 43 
COMPANY : 


FROM MILLIWATTS TO KILOWATTS® 


$10.00 ea. 


Can supply all your 
Bird Electronics 


Fix that broken wattmeter with a new calibrated BIRD Meter Movement. 


or These meters may be connected to BIRD's directional couplers for remote 
¢ : measurement. Part #: 2080-002 $88.00 
Coaxial Dynamics 
requirements. CONNECTOR CABLES 


Special meter connecting cable for Bird Directional Couplers. Allows 2080- 
002 meter to be remotely operated from Directional Couplers above. 


(800) 737-2787 


www.rfparts.com 


Part Our Part # Net 
Connector 7500-076 $14.95 
39%” Cable 7500-072-1 22.95 
15' Cable 7500-072-3 24.95 


25' Cable 7500-072-25 
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BIRD ANTENNA TESTERS 


Bird's AT-Series Antenna Testers can test an entire band in a matter of seconds, with 
accurate results regardless of antenna cable length. Menu driven, software-defined keys 
and digital keypad quickly select operating mode and enter test parameters. A self-con- 
tained RF source precisely sets the test frequency. A built-in adaptable antenna jack mates 
a wide range of standard RF connectors. 


Swept Frequency Measurements — Show VSWR, Match Efficiency or Return Loss across 
the entire band. A moveable cursor pinpoints scan frequency and digitally displays the 
corresponding measurement value. 


Single-Frequency Mode — Can be used to optimize antenna performance and trouble- 
shoot intermittent problems. 


Limit Testing — Quick Pass-Fail indication compares measurements to user-selected. 
Audible Indicator — Pitch varies with match condition for easy, hands-on antenna adjustment. 


Field-Strength Measurements — Verifies the output of devices such as portable radios 
and cellular phones. 


Data Storage — Saves and recalls up to 12 scans in nonvolatile memory for long-term 
monitoring of antenna performance. 


Serial Communication Link — Optional Software uploads data to a personal computer 
Model AT-800 for analysis or storage. 


Backlit Liquid Crystal Display — Produces text and high-resolution graphics. 
Portable — Lightweight, easy-to-carry, with rechargeable batteries. 
Rugged — Designed to meet the harsh environment requirements of MIL-T 28800. 


The AT-Series contains a serial interface for downloading and analyzing test data with a 
personal computer. 


Specifications 


ae 
woe 3,8 recuse PTT Frequency Range: AT-100 2-136 MHz 
1:8 2.8 AT-400 65 - 520 MHz 
Se ce AT-800 806 - 960 MHz 
Frequency Resolution: AT-100 20 kHz 
AT-400 30 kHz 
AT-800 30 kHz 
Frea Units Manual Auto Audio Frequency Accuracy: AT-100 +50 kHz 
ee ee AT-400 +100 kHz 
Measurement Range: VSWR: 1.00 - 99.99 
Single frequency mode for antenna tuning. Match Efficiency: 00 to 100.0% 
Return Loss: 0.0 to -32.0 dB 
Measurement Speed (Typical): | Single Frequency: 5 readings / second 
Swept Frequency: 1 sweep / second 
Preprogrammed Bands: AT-800 only AMPS, NADC, GSM, PDC, CT2 
Field Strength: 0 to 100% (relative) 
Sensitivity for full-scale deflection AT-100 8v/m @ 100 MHz 
AT-400 0.22 v/m @ 400 MHz 
AT-800 3m @ 12.6 W ERP 
Test Port: Impedance: 50 ohms, nominal. Standard connector 
AT-100__N (F) 
} AT-400__N (F) 
alee AT-800 TNC (F) 
: Interface: Serial (female DB-9 connector) 
Power Requirements: Batteries: 6 rechargeable AA 
External DC: 11-16 Vdc 
External AC Adapter: 108-132 VAC @ 57-63 Hz, 
or 207-253 VAC @ 48-52 Hz 
Operating Temperature: 0° to 50°C (32° to 122°F) 
Swept frequency mode reveals a Storage Temperature: -41° to 71°C (-40° to 160°F) 
comprehensive picture of antenna matching. Size: (including connector) 8” H x 4 5/8” W x 1 3/4" D 
Weight: 1 3/4 Ib. 


VSUR. | 


i 
Beil, PB Ora ame a bland IE 
1.8 - a ye 
‘iy 624.01 Miz: 893.97 
¢ 


<, Bands Meas ance? Trace: Limit 
PNET RE TOPE Oe 


Part #: Price Each 


AT-100 $1340.00 
AT-400 1340.00 
AT-800 1340.00 


QUANTITY PRICING AVAILABLE we PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 2004 


MINIMUM ORDER: $25 


BIRD MODEL 5000 DIGITAL RF POWER METER 
Bird’s most versatile RF Power Meter is also one of the industry’s fastest and easiest to operate. 


The Model 5000’s operation is quick and intuitive, even for novice users. 
Large, dual 5-digit LCD shows complete measurement information at a glance. 


1. Unique digital/analog display shows complete mesurement data, signal trends, 
Speed Key functions and battery status. Back-lit, high-contrast LCD views easily in 


any light. 


. Easy-to-use, calculator-like user interface controls all function with just a few key 
strokes. Display prompts guide you through instrument settings. 


. Speed Keys with display legends rapidly select instrument operation mode and 


display parameters. 


. Compact ergonomic case is comfortable to hold and operate. Internal rechargeable 
Nickel-Metal Hydride (NiMH) batteries provide 100 hours operation per charge. 


. Serial connector to sensor facilitates hand-held operation and remote sensing. 
. Serial connector for operation with a personal computer and Bird PC Tool software. 


High Contrast Back-lit Liquid Crystal Display 


Power Measurement Mode 


Major Digital Display and 
Annuciators 


Major Digital Display and 
Annuciators 


Analog Bar Graph. 


20 Segments; Tracks 
Major Digital Display 


Speed Key Legends 


Measurement Units for 
Major Digital Display 
(select with Speed Key) 


Overrange Indicator 
Battery Condition 
Measurement Units for 


Minor Digital Display 
(select with Speed Key) 


Specifications for Model 5000 Digital Power Meter and Model 5010 Thruline® Power Sensor 


Model:5000 Digital Power Meter 

Display: Back-lit liquid crystal technology, 2.25” x 3.0” (57 x 76 mm). 
Three-way display consisting of major and minor digital display elements, 
analog bar graph element, annuciators, battery indicator and speed-key 
legends. All display elements visible simultaneously. 

Major Digital Display: 5 digits, 5/16” (7.94 m) high. Displays Forward 
Power, VSWR, dBm, Return Loss, and Match Efficiency. 

Minor Digital Display: 5 digits, 1/4” (6.35 mm) high. Displays 
Reflected Power, VSWR, dBm, Return Loss, and Match Efficiency. 
Analog Bar Graph: 20 segment, horizontal orientation. Tracks major 
digital display. 

Measurement Mode: True Average Power, for measurement of 
conventional or digitally-modulated RF. 

Speed Keys: Scale, FWD Units, RFL Units. Set full scale power range 
and units for major and minor displays. 

Display Annunciators: Match Eff%, VSWR, Return Loss, dBm, uW, 
mW, W, KW located below major and minor displays. Display also 
indicates Overrange, and Low Battery. 

Sensor Interface: 9-pin D-shell RS-232 serial connector. Sensor is 
powered from meter. Sensor is compatible with Bird VSWR Alarm 
products and Broadcast Power Monitor (BPM) product family. 

PC Interface: 9-pin RS-232 serial port for connection to a PC. 
Dimensions: 8.0”H x 4.63’W x 1.75”D (203 x 117.6 x 44.5 mm). 
Weight: 1.5 lb, nominal (0.68 kg). 


Price: $895.00 ea. 


QUANTITY PRICING AVAILABLE 
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Model:5010 Sensor 

Sensor Type: Bird Thruline® directional dual-element line section. 
Power / Frequency Range: 1 to 1000 W, 2.0 MHz to 3600 MHz. 
Accuracy: +5% of reading (0° to 50°C), +10% of reading (-10° to 0°C) 
Peak / Average Power Ratio: 10 dB maximum with APM elements. 
Settling Time: < 2 seconds. 

Connectors: QC Type. Female N normally supplied. 

Insertion VSWR: 1.05:1 from 0.45 to 1000 MHz (with N connectors). 
Dimensions: 1.875”H x 1.875”W x 3.5”D (47.7 x 47.7 x 89.9 mm) 
excluding connectors. 

Weight: 1.12 lb (0.51 kg) 


General Specifications 
Power Supply: Rechargeable Nickel-Metal Hydride (NIMH) battery. 
Meter may be operated from AC mains using supplied adapter. 
Battery Life: 100 hours, minimum, per charge. 
Operating Temperature: -10° to +50°C (Meter and Sensor). 
Storage Temperature: -40° to +80°C (Meter and Sensor). 
Humidity: 95% + 5% max. (non-condensing). 
Mechanical Shock: MIL-T-28800D Class 3. 
Vibration: MIL-T-28800D Class 3. 
Standard Accessories: Instruction manual, soft carrying case, AC 
charger/adapter, serial communications cable, automotive power 
adapter, PC software tool. 


Price: $600.00 ea. 


PRICE AND AVAILABILITY SUBJECT TO CHANGE | 


Superior Sensitivity Specifications 

Broadband Operation Model: 7601 

Adjustable Gain Control Frequency Range: 1 to 3000 MHz 

Internal Battery Test Circuit Typical Sensitivity: 1 Watt CW source from a unity gain antenna at 150 MHz will cause full scale 
Detachable Antenna deflection at 10-ft with the gain control set at maximum. 

Two Year Limited Warranty Battery: One 


MINIMUM ORDER: $25 
BIRD THRULINE® SENSOR SYSTEM 
Bird’s most sophisticated Thruline® Sensor System is the heart of the Model 5000 


CATALOG 2004 


¢ Dual-Element Thruline® Design for Simultaneous 
Forward and Reflected Power Readings. 


¢ Measures True Average Power. 


° +5% of Reading Accuracy Rivals Thermal Watt —— es a 
meters in Actual Field Use. ig pres 0, 
¢ Small, Easily-Remoted Sensor Facilitates a) Meeation id OWEr Sengc, i 


Convenient Hand-held Operation. 


The Model 5010 Dual-Socket Thruline® Power Sensor is a precision 
50-ohm 7/8-inch “Smart” Line Section which accepts Bird digital-ready 
Plug-in Elements. The Model 5010 Sensor provides true averge power 
readings for digital as well as traditional analog RF systems. 


The Model 5010 Power Sensor is compatible with many existing accessories for 7/8” line, including field strength, signal 
samplers, and over 20 types of QC connectors. QC Connectors can rapidly and conveniently be changed in the field by 
removing four screws from the connector. 


Use of an external sensor design makes the Model 5000 Digital Power Meter a perfect platform for sensor enhancements and 
cross-platfrm compatibility with other Bird product lines. 


Digitally-Modulated RF CW, AM, and FM Available Accessories 
¢ PCS and Other Digital Wireless ¢ Cellular Communication * Non-Directional Samplers and Directional 
Communication Services 


¢ DAB, DTV, and HDTV Pre- and Post- 
Combiner Power Measurements 


Coupler Elements 
* 4030 Field Strength Element 
* Quick-Change Connectors 


* Analog Wireless Applications 


e Television Video and Audio Power 


¢ Aeronautical, Military, Public Service, 


* Handles Peak-to-Average Power Ratios and Mobile Radio Systems ¢ Handset output verification 


up to 10dB 


¢ Waveform capture 


Please contact RF Parts for price and delivery information. 


Coaxial Dynamics Model 7601 Relative Field Strength Meter is used for measuring the 
relative strengths of radiating fields of patterns from a transmitting antenna system, mak- 
ing relative RF power measurements, or peaking and adjusting fixed or portable trans- 
ceivers and antennas. 


The Model 7601 is usable over a frequency range of 1 to 3000 MHz with superior perfor- 
mance characteristics and with greater sensitivity. A one watt CW source from a unity 
gain antenna at 150 MHz will typically cause full scale deflection at a distance of 10 feet 
with the gain control set at maximum. The large easy to read meter is plainly visible from 
many feet away. 


The detachable antenna feature allows the user to select from two available antennas. 
The instrument is normally supplied with a Rubber Duck style antenna. An optional tele- 
scoping antenna (see options below) with a range of 4 to 19 inches is also available for 
even greater sensitivity. 


Your confidence in the quality and dependability of the Model 7601 Relative Field Strength 
Meter is assured with the Coaxial Dynamics Two Year Limited Warranty. 


Note: Model 7601 can also be connected directly to an existing base or mobile antenna. 


Dimensions: 3.13” x 5” x 2.13” 
Weight: 8 oz. (without Antenna attached) 
Case Finish: Textured Blue and Tan Polyurethane Enamel 


Part # Description Price Each 
CD7601 7601 Relative RF Field Strength Meter $209.00 
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BIRD VARIABLE RF SIGNAL SAMPLER —- MODELS 4273 & 4275 


Bird Models 4273 (1.5 to 35 MHz, 5 kW max.) and Model 4275 (20 to 1000 MHz, 1 kW max.) are “stand 
alone”, wide-range, THRULINE® RF coupling probes for spectrum analysis, RF signal observation on a 
scope, or frequency counting and control. They feature very low VSWR throughout a broad frequency and 
attenuation range. Insertion loss is a negligible 0.1 dB. Both Models produce an unrectified sample at the 
BNC port that is adjustable. Once adjusted, the setting can be locked in place. The main power line connec- 
tors are Bird QC type. 


wg (4 MODEL 497 


Ki 
RES. 35 Mu: 


Specifications for both Models 
Impedance: 50 ohms nominal 
Coupling: Adjustable as shown within +3dB 
Ambient Temperature Range: -40°C to +45°C 
Connectors: QC type as specified 
Nominal Size: 2 51/64” L x 2 7/8” W x 1 1/4” D 


Weight: 10 oz. 
4273 Specifications 4275 Specifications 
Power Rating: 5 kW max Power Rating: 1 kW max. 
Frequency Range: 1.5 - 35 MHz Frequency Range: 20 - 1000 MHz 
Insertion VSWR: with N connectors ~ 1.07 max. Insertion VSWR: with N connectors ~ 0.1 db max. 
Part # QC Connectors Price Ea. Part # QC Connectors Price Ea. 
4273 No Connectors* $169.00 4275 No Connectors* $169.00 
4273-020 N: Male/Female 209.00 4275-020 N: Male/Female 209.00 
4273-025 N: Female/Female 199.00 4275-025 N: Female/Female 199.00 
4273-030 UHF: Male/Female 239.00 4275-030 UHF: Male/Female 239.00 
4273-035 UHF: Female/Female 199.00 4275-035 UHF: Female/Female 199.00 
*Select from our list of QC Connectors. *Select from our list of QC Connectors. 


Ee RB aS 
~ 40 dB a Ts hel 
MG ake eH 


COUPLING 
COUPLING 


pode LL ET ee 


2 5 10 20 35 50 50 100 
FREQUENCY MHz FREQUENCY MHz 


Model 4273 Model 4275 


200 500 §=©1000 


BIRD 4274 SAMPLER ELEMENTS COMPACT DUMMY LOAD 500 


DL30A 


DL30N 


4274-050 


Ideal addition to test equipment. Useful in terminating small HF/VHF/UHF 
4274-025 transmission lines, mobile installations, etc. ——— by Diamond Antenna. 


vswR | Price 


DL30A 15w (average a less than 1.15 | $27.95 
DC-500 MHz | 50% Saineealel cycle) 


DL30N 100w ( | 100w (peak) | less than 1.10 39.95 


The 4274 Series sampler elements are non-directional couplers that replace the 
standard element in your Bird 43 wattmeter for such applications as RF signal 
observation, spectrum analysis or frequency counting and control where main 
line power does not exceed 500 w. The Model 4274-025 is a wide range device 
that provides an unrectified signal at about -50 dB + 2 dB from 25-1000 MHz 
tapering to -66 dB at 2 MHz. The Model 4274-050 delivers a variable unrectified 
signal from -35 to -48 dB (+ 1 dB) from 100-400 MHz. 


Non-Directional Sampler Elements for QC-Type or 7/8” EIA Line 
Frequency Nominal Max. Main 
Band (MHz) Coupling Line Power 
4274- peers: ieee 1000 -50 dB + 2 dB 500w $99.50 
(-66 dB @ 2 MHz) 
4274-050 100-400 | -35 to -48 dB (+ 1 dB) 500 w 114.50 
eee 


Contact RF Parts Company 
for fast delivery of 
Bird Meters and Accessories. 


800-737-2787 
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MINIMUM ORDER: $25 


BIRD RF COAXIAL TERMINATIONS 


75-T 
Model Power 
Series Rating 
10-T 10w @ 40°C 
12w @ 25°C 
25-T 25w @ 40°C 
30w @ 25°C 
50-T 50w @ 40°C 
60w @ 25°C 
75-T 75w @ 40°C 
90w @ 25°C 
100-ST 100w @ 40°C 
120w @ 25°C 
150-ST 150w @ 40°C 
180w @ 25°C 
300-ST  300w @ 40°C 
120w @ 25°C 


filled leads are non-PCB refined mineral oil. 


100-T 150-ST 
Frequency 
Connectors Max VSWR 
BNC, N, TNC DC-1 GHz @ 1.10 
1 GHz - 4 GHz @ 1.25 
BNC, N, TNC DC-1 GHz @ 1.10 
1 GHz - 4 GHz @ 1.25 
BNC, N, TNC DC-1 GHz @ 1.10 
1 GHz - 4 GHz @ 1.25 
BNC, N, TNC DC-1 GHz @ 1.10 
IEC 7/16 1 GHz - 2.4 GHz @ 1.25 
BNC, N, TNC DC-1 GHz @ 1.10 
IEC 7/16 1 GHz - 2.4 GHz @ 1.25 
BNC, N, TNC DC-1 GHz @ 1.10 
IEC 7/16 1 GHz - 2.4 GHz @ 1.25 
BNC, N, TNC DC-1 GHz @ 1.10 
IEC 7/16 1 GHz - 2.4 GHz @ 1.25 


Oil Dielectric Loads 


Please call for Price and availability. 
Optional QC connectors available. Horizontal operation only. All Bird oil- 


8401 8251 
Con. Power = Supplied Optional Frequency Nom. Size 
Rating Connector Connector Max VSWR LxHxW/In. 
150w N (F) Qc DC-1GHz@1.1 — 9.5x6.7x4 
1 GHz-2.5 GHz @ 1.2 6 Ibs. 
2.5 GHz—-4 GHz @ 1.3 
250w N (F) QC DC-1 GHz @ 1.1 9.5x8.5x6 
1 GHz-1.8 GHz @ 1.2 10 Ibs. 
1.8 GHz-2.5 GHz @ 1.3 
500w N (F) Qc DC-1GHz@1.1 —_16.8x8.5x6 
1 GHz-2.5 GHz @ 1.25 = 21 Ibs. 
600w N (F) QC DC-1 GHz @ 1.1 16.8x8.5x6 
1 GHz-2.8 GHz @ 1.2 20 Ibs. 
2.8 GHz-3 GHz @ 1.3 
1kw LG QC DC-1 GHz @ 1.1 17.9x8.5x6 
1 GHz-2 GHz @ 1.25 25.5 lbs. 
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300-ST 


Nominal 
Size 
PALS 2S IDIEF 
ATL Sei (DEY, 
4.7°Lx 2.3” Dia. 


6.7L x 2.3” Dia. 


6.85"L x 2.75” Dia. 


10.9°H x 2.6"W 
x 6.8” Dia. 
11”H x B’W 

x7’ Dia. 


8201 


2 GHz-2.5 GHz @ 1.3 


76 
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300W DUMMY LOAD 


We removed these beautiful 50Q loads from new 900 MHz Cellwave® 
combiner assemblies. VSWR measures less than 1.05 @ 1.3 GHz; 1.15 
@ 2.5 GHz; 1.3 @ 4 GHz. Rated 300w continuous. Bottom of heatsink is 
tapped with mounting screws. Type-N female connector. 

Size: 9 1/4” W x 6 3/4”D x 5” H. Shipping Weight: 6 Ibs. 


Part #: DL300 


5 WATT 50Q TERMINATION 


List Price $300 RF Parts Special $119.00 


VSWR vs FREQUENCY 
MODELS 370 BNM 


FREQUENCY (GHz) 


This top quality termination (dummy load) uses Type-N male connector. 
Rated for extremely low VSWR, DC-18 GHz. 


Narda Part #: 370BNM RF Parts Special $19.95 ea. 
Regular Price approximately $160.00 


BIRD RF COAXIAL ATTENUATOR 


Specifications 

Power Rating: 100w continuous 

Frequency Range & VSWR: Input 1.1 max 
DC to 500 MHz 

Attenuation: 30dB 

Accuracy: + 0.5 dB (+0.2 dB at 30, 100, 200, 
300, 400 and 500 MHz when using 
calibration data) 

Ambient Temperature Range: -40°C to +45°C 

Connectors: QC type (Female N) 

Coolant: Refined Mineral Oil 

Operating Position: Horizontal only 


ccs 
Power 
Rating 
100w 
200w 
500w 


Nominal 
Dimensions 
10 11/32” x 8 1/2” x 5 15/16” 
17 1/2” x 8 1/2” x 5 15/16” 
17 1/2” x 8 1/2” x 5 15/16” 


Net 
Weight 
11 Ibs. 
19 Ibs. 
25 Ibs. 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


Bird 
Model 
8323 
8322 
8325 


Price Ea. 
$395.00 
Call 

Call 


CATALOG 2004 MINIMUM ORDER: $25 


50Q TOGGLE SWITCH ATTENUATOR 


RF PARTS” 


COMPANY | 


FROM MILLIWATTS TO KILOWATTS® 


is your best bet 
for off-the-shelf | 
Taylor, Eimac and Svetlana 
Transmitting Power Tubes. 


Attenuation Range of 0-31 dB in 1 dB steps 
Frequency Range: DC — 1,000 MHz c 
Attenuation steps: 1, 2, 4, 8, 16 dB Same Day Shipping 
Attenuation accuracy: + .2 dB per step DC — 500 MHz 

+ .3 dB per step 501 — 1000 MHz 
Impedance: 50 Ohms 
VSWR maximum: 1.4:1 @ 1,000 MHz Call 


Bowel val 760-744-0700 © 800-737-2787 


Insertion Loss: -1 dB max (switched all off) 
BNC male and female ports 


Fax | 
760-744-1943 ¢ 888-737-2787 | 


E-mail 


rfp a rts i Cc oO mM orders @rfparts.com 


Website 
An Address to Remember! www.rfparts.com 


Part # RFA-4056-03 Reg. $390.60 RF Parts Special $269.00 


DIAMOND SX20C & SX40C DIAMOND ANTENNA 
WATTMETERS POWER/SWR METERS 


The Diamond SX20C and SX40C are compact wattmeters 
featuring cross needle meter for measuring power and SWR 
simultaneously. 


Model: SX20C 

Freq. Range: 3.5- 150 MHz 
3.5-30 / 50-54 / 130-150 MHz 
Power Settings: 30w & 300w 
Size: 3 5/16” Width 


3 5/16” Height SX-Series ° Installs between transmitter and antenna for measurement of 
3 3/4” Depth forward and reflected average (CW) and SSB (P.E.P.) RF power, and SWR. 
Price: $89.95 ea Accuracy is approximately that of the Bird 43; carrier measurements +5% 
; ; : (typical) of full scale depending on frequency and power. Illuminated meter, 
sensor switch and LED indicator. Power ratings listed below are for intermittant 
operation. For continuous mode (CW, FM, etc.) maximum ratings vary with fre- 
quency and are listed in the instructions. (SX100 requires 20W minimum 
power for VSWR measurement.) All models have SO-239 connectors except 
SX-1000 with Type-N. SX-600 & SX-1000 have dual directional couplers. 
Model: SX40C Requires 12V DC if you wish to light meter. 


Freq. Range: 144-470 MHz 6’w x 21/2"h x 4d, 2 Ibs. 


Model Power Range Display 


Power Settings: 15w & 150w SX100 3KW 1.6-60MHz 30W/300W/3KW 
58 "Wi SX200 200W 1.8-200MHz 5W/20W/200W 
Size: 3 5/ i Width SX400 200W 140-525MHz 5W/20W/200W 
3 5/16" Height SX600 200W 1.0-160Mz + 5W/20W/200W 

3 3/4" Depth 140-525MHz 


: $X1000 200W 1.8-160MHz + 5W/20W/200W 
Price: $79.95 ea. 430-1300MHz 


QUANTITY PRICING AVAILABLE 77 PRICE AND AVAILABILITY SUBJECT TO CHANGE | 


MINIMUM ORDER: $25 


FIELDPIECE® DIGITAL MULTIMETER 


HS26 Stick Meter with optional Current Clamp Head 
4 Functions — 11 Ranges 


CATALOG 2004 


¢ Large Display: 3 1/2 Digit, 7-segment, 21mm 
“10A” Jack (for 10 seconds only) 
Transistor socket for h,-. test 


Diode Test: Measures forward voltage drop of semiconductor 
junction in mV at test current of 1.5mA Max. 


h-- Test: Measures transistor Nee 


DC Voltage (DCV) 


Range Resolution 
200mV 

2000mV 

20V 

200V 

1000V 


Maximum allowable input: 1000V DC or peak AC. 


Clamp head snaps on to directly display AC current 
Housing: small size, made of rugged Valox®, “O” ring sealed 
Hi voltage safety indicator — red LED blinks and beeper sounds when 
probes touch voltage greater than 28V 
Hold button — freezes display on command 
Max hold — holds highest reading 
Continuity beeper 
Protection: input protected by MOVs to 6000V transients, voltage 
withstand capability to 1000V peak 
¢ Functions: volts, amps, ohms, capacitance 


DC Current (DCA) 


Resolution 
100nA 
1A 
10unA 


Range 
200mA 


2000mA 
20mA 
200mA 100A 
10A 10mA 
Overload protection: mA input. 2A/250V fuse. 


Functional Specifications 

Accuracy specifications good for 75°F +5°F, relative humidity less than 70%. Accuracy 
specified as +% of reading + number of least significant digits. For example, if the 
actual parameter is 100 and the accuracy is specified as 1%+3, the measurement 
could be as high as 101.3 or as low as 98.7 on the 200 scale. 


DC Voltage 


AC Voltage (ACV) 


Range Resolution 
200V 100mV 


AC Voltage 


Ranges: 200mV, 2000mV, 200V 

Resolution: 0.1mV on 200mV range 

Accuracy: 0.5%+1 

Input impedance: 10 MQ 

Normal mode rejection ratio: >50 dB 
@>49Hz 

Common mode rejection ratio: >120 dE 
up to 1000VDC 


Resistance 

Ranges: 200, 200KQ 

Resolution: 0.19 on 200 range 

Accuracy: 1%+1 

Open circuit voltage: <0.3V, <3V on 
2002 range 


Ranges: 200mV, 2000mV, 200V, 750V 

Resolution: 01.mV on 200mV range 

Accuracy: 1.2%+3 @ 50Hz to 500Hz, 
2.0%+5 @ 500HZz to 1 KHz, 2.0%+5 
@ 50Hz to 500Hz on 750VAC range 

Input impedance: 10MQ 

Conversion type: Average measuring, 
rms indicating (sine wave). 


Capacitance 
Range: 200puF 


AC Current 
0-300A with ACH Clamp Head 
Accessory 


UL Listed 


750V 1V 


Frequency range: 45hz-450Hz. 
Maximum allowable input: 750V rms. 


Resistance (Q) 


Range Resolution 
2002 

20009 

20KQ 

200KQ 

2000KQ 


20MQ 


Test current: <2mA Maximum open circuit voltage: 2.8V. 


HS26 Digital Multimeter 
RF Parts Special $29.95 ea. 


ACH Current Clamp Head 
RF Parts Special $19.95 ea. 


Meter includes test leads and protective holster. 


Regular Price $79.95 
Part #: MIYAKO-150 
RF Parts Special $29.95 ea. 


Regular Price $29.95 List $69.95 ea. 
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FIELDPIECE® DIGITAL MULTIMETERS 


The Model LT83 is an excellent meter for testing basic electrical parameters, including current, 
at a great price. Includes test leads and a rubber holster for protection. 


e Full function DMM at a great price: 5 functions, 25 ranges 
° Works with all Fieldpiece accessories: 200mV ranges for 0.1 resolution on all accessory heads 
e Measures current: from 0.1 microamps to 10 amps with less than 850mV max voltage burden 


Specifications 

Includes: meter with test leads. 

Data Hold: “HOLD” button “locks” reading. Any range, any function. 

Max Hold: “MAX” button displays the largest reading. Any range. 

Continuity beeper: indicated by a continuous “beep” (<30, <500msec, 3V type). 


Overload protection: 600VAC/600VDC for DCV, ACV, and phase indication. 500VAC/500VDC for 
capacitance, ohms, and diode test. Amps and capacitance ranges are protected by a 10A/600V (1” x .25”) fuse (model 
RFL83) and 0.5A/250V (5x20mm) fuse (model RFS74). 


UL Listed 


Ranges Best Accuracy* Resolution 
200mV, 2000mV 20V, 200V, 600V +(1.0%+4) 0.1mV 


200mV, 2000mV, 20V, 200V, 600V +(0.5%+1) 0.1mV 


200nA, 200mA, 200mA, 10A, +(1.5%+4) 0.1pA 
(300A AC clamp optional) 


200nA, 20mA, 200mA, 10A +(1.0%+1) 0.01pA 


Resistance 2009, 2KQ, 20KQ, 200KQ, 2MQ, 20MQ +(1.0%+4) 0.19 
*percent plus reading 


Part # LT83 Reg. Price $44.95 RF Parts Special $29.95 
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FIELDPIECE® DIGITAL MULTIMETERS 


Heavy Duty construction with high voltage indication for safety. Valox case has tilt stand and 
fieldhanger on back and is fully gasketed. Functions were selected based on what field service 
technicians said they needed to do their job. 


* Phase rotation: for correct connection to 3 phase power. 

* Max hold: freezes highest reading. 

* Capacitance to 20,000 microfarads: for motor start/run capacitors. 

¢ Microamps: resolution down to 0.01 microamps DC for flame safety diode circuit. 
¢ Heavy duty test lead set. 

* Rugged case: fully gasketed Valox housing. 

¢ MOVs: for transient voltage protection. 

* Safe: LCD indicator and audible “beep” to warn of high voltage. 

UL Listed 


CATALOG 2004 


Specifications | G rg On a/ 
Display HOLD: “HOLD” button “locks” reading. Any range, any function. Ry Ce 
MAX Hold: freezed display on highest reading. 9eq, j 


Dangerous voltage indication: LCD blinks and beeper sounds intermittently. 
Continuity beeper: (<150Q) indicated by a continuous “beep” within 100 msec. 

Low battery indicator in the LCD. 

Heavy duty: Case design of hi-impact, fire retardant yellow Valox, “O” ring sealed. 
Overload protection: all volts ranges withstand 1200VDC and 850VAC (30 sec on 
200mV ranges). All volts ranges are protected against transient voltages to 6000V/10 
microseconds by a MOV (metal oxide varistor). All ohms and frequency ranges pro- 
tected to 500V AC/DC. Phase rotaton to 450VAC. Amps and capacitance ranges are 
protected by a fast blow 0.5A/500V (6.35mmx32mm) fuse (RFM74) on mA jack, high 
energy 20A/600V (1.5x.375”) fuse (RFL701) on 20A jack. 


Auto-power off: Approximately 50 minutes. 


HB74 Ranges Best Accuracy Resolution 
HB74 VAC 200mV, 2000mV 20V, 200V, 850V +(1.2%+2 dgts) 0.14mV 


VDC 200mV, 2000mV, 200V, 850V +(0.5%+1 dgts) 0.1mV 

AAC 200nA, 200mA, 20A, +(1.5%+3 dgts) 0.1pA 
(30 sec max) 

ADC 20nA, 200A, 200mA, 20A +(1.0%+1 dgts) 0.01nA 
(30 sec max) 

Resistance 2000, 2KQ, 20KQ, 200KQ, 20MQ +(1.0%+1 dgts) 0.10 

Capacitance 20nA, 200uF, 2000uF, 20KuF +(4.0%+10 dgts) 0.1 uF 

Phase Rotation 80VAC to 450VAC (3 phase) “FORward” or “REVerse” 


Frequency 200Hz, 2KHz +(0.5%+3 dgts) 0.1Hz 


Part #: HB74 Reg Price $119.95 RF Parts Special $69.95 


Fieldpiece® accessories are available from most Fieldpiece® 
distributors, including Johnstone Supply which has 245 nationwide stock- 
ing locations. Look up Johnstone Supply on the internet at 
www.johnstonesupply.com 
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DIAMOND 


ANTENNA 


D130J 
SUPER DISCONE ANTENNA 


The most popular 
ultra-wideband antenna for Scanners 
and general communications. 


Ideal Service Shop bench antenna. 
Rated 200 watts CW/FM. 


Copied by many, 
equalled by none. 


25-1300 MHz receive 
50-1300 MHz transmit 


Whip tunable for 6m 
(1.5 MHz BW transmit/50 watts) 


Net: $99.95 


High quality adapter for converting popular VHF & UHF mobile antennas 
with SO-239 base to NMO (New Motorola Style) mounts. Also useful in 
terminating NMO antenna mounts (with dummy load) and VSWR testing of 
the installation. Mfg. by Diamond Antenna division of RF Parts Co. 


Part #: NUO/UHF Chrome plated $12.95 ea. 
Part #: NMO/UHF-B Black finish 13.95 ea. 
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GZV4000 
40A DC POWER SUPPLY 


8 TY 
_ SRL 
A 0 40 


OVERLOAD 


OUTPUT : 065 -15V , CUMULATIVE CURRENT 40A GONTINUOUS 


Very Low Noise — Ideal for HF & VHF Transceivers 


40 Amp Continuous Rating, 100% Duty Cycle. 
Variable Voltage Control 5-15 VDC. 
Voltage Control Knob has center detent at 13.5 VDC. 


Overload & short-circuit protection with Current 
Foldback at approximately 42 Amp. 


Over Temperature Protection. Variable Speed Fan 
automatically controlled for Quiet Operation. 


Meter Selector allows monitoring of voltage & current. 


Access to front panel DC Terminals and Cigarette 
Lighter jack. Standard 40A terminals on rear panel. 


Built in 80. Speaker. 


Circuitry yields high RFI protection from external 
sources. 


AC line filter for EMI protection. 

Standard 3-wire Heavy Duty line cord. 

Power Indicator & Overload Indicator. 

Accepts 120 VAC + 20% 50-60 cps. 

Ripple & Noise less than 8 mV r.m.s. 

Net Weight: 9 lbs. / Shipping Weight: 10 Ibs. (UPS ground) 


1 Year Limited Warranty 


Amateur Net Price $199.95 ¢ Special: $179.95 
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DIAMOND 


ANTENNA 
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See our website for Product Information, 
Specs and Photos, 
and links to authorized Diamond Antenna Dealers 


www.diamondantenna.net 


VHF / UHF Mobile & Base Antenna 
HF Mobile & Base Antenna 
Mobile Antenna Mounting Accessories 
Wattmeters 
DC Power Supplies 


Diamond® Antennas are sold through Authorized Dealers only 


Dealer Name City, State 

Giga Parts Huntsville, AL 256-535-4442 
Ham Radio Outlet Phoenix, AZ 800-444-9476 
Pace Tucson, AZ 520-888-3333 
Ham Radio Outlet Anaheim, Burbank, Oakland, San Diego & Sunnyvale CA 800-854-6046 
Jun's Electronics Culver City, CA 800-877-1343 
Ham Radio Outlet Denver, CO 800-444-9476 
Lentini Communications Newington, CT 800-666-0908 
Ham Radio Outlet New Castle, DE 800-644-4476 
Amateur Electronic Supply Orlando, FL 800-327-1917 
North Florida Communication Jacksonville, FL 904-781-5891 
Ham Radio Outlet Atlanta, GA 800-444-7927 
Amateur Accessories Manteno, IL 815-468-3792 
Amateur Radio Toy Store Wheaton, IL 630-668-9577 
Ham Station Evansville, IN 800-729-4373 
Associated Radio Overland Park, KS 800-497-1457 
Dentronics Flushing, MI 800-722-5488 
WBOW St. Joseph, MO 816-364-2691 
Amateur Electronic Supply Las Vegas, NV 800-634-6227 
Ham Radio Outlet Salem, NH 800-444-0047 
KJI Electronics Cedar Grove, NJ 973-239-4389 
Communications Headquarters Wilmington, NC 800-688-0073 
Amateur Electronic Supply Wickliffe, OH 800-321-3594 
R & L Electronics Hamilton, OH 800-221-7735 
Universal Radio Reynoldsburg, OH 800-431-3939 
Ham Radio Outlet Portland, OR 800-854-6046 
Burghardt Amateur Watertown, SD 800-927-4261 
Memphis Amateur Radio Memphis, TN 901-683-9125 
Texas Towers Plano, TX 800-272-3467 
Ham Radio Outlet Woodbridge, VA 800-444-4799 


Amateur Electronic Supply Milwaukee, WI 800-558-0411 
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ARRL HANDBOOK 2003 
BOOKS AND MANUALS ARE NON-RETURNABLE 
Rich with Tradition ... Better with Time 


This new edition of The ARRL Handbook will lead Amateur Radio into the 21st Century! 
All the information you need, all in one place, at a price that can't be beat. 


Part #: TRAH-04 Save $5 


Reg. Price $34.95 each Special: $29.95 each when you buy from 
RF Parts 


Since 1926, the ARRL Handbook has meant many things to several generations 
of hams, engineers and technicians. 


To the technically minded, it's an unimpeachable source of reference data, project ideas 
and electronics theory. 


To the operator, it's an overview of what hams do and how they do it. 
To the newcomer, it's a primer on the modes and equipment hams use, and basic theory. 


To the technician and engineer, it's an invaluable supplement to the reference books and 
data sheets that are always nearby. 


The 2003 ARRL Handbook is all these things—and more. After you've spent some time with 
it, you'll agree that this 80th Edition, which benefits from the accumulated wisdom of several 
generations of Amateur Radio operators, is truly The Standard in Applied Electronics and 
Communications. 


In the book's 1224 pages you'll find: 


e An updated and comprehensive chapter on Modulation Sources including digital voice! 
¢ Arevised and comprehensive chapter on Digital Signal Processing (DSP) technology. 
e Anew high-power, automatic EZ-Tuner project by W8ZR. 

¢ An “Ugly Transformer” project for high current, 120-V ac stations. 

¢ A revised chapter on Safety Practices. 

¢ Acompletely updated Handbook Address List in the References chapter. 


Introduction . Practical Design and Projects Construction Techniques 

1. What is Amateur Radio? . Power Supplies and Projects . Component Data 

2: Activities . Modulation Sources (What and How We Communicate) . Circuit Construction 

3. Wireles Technology for Everybody . RF Power Amplifiers and Projects . Test Procedures and Projects 
Fundamental Theory . AC/RF Sources (Oscillators and Synthesizers) . Troubleshooting and Repair 


Mathematics for Amateur Radio . Mixers, Modulators and Demodulators Operating Practices 


DC Theory and Resistive Components . Filters and Projects 28. Electromagnetic Interference (EMI) 
AC Theory and Reactive Components . Receivers, Transmitters, Transceivers and Projects 29. Regulations 
Digital Signal Theory and Components ._ Digital Signal Processing 30. References 


Analog Signal Theory and Components . Transmission Lines 
. Antennas and Projects Index 


. Propagation 
. Station Setup and Accessory Projects 
. Repeaters, Satellites, EME and DFing 


Practical Design and Projects 
9. Safety Practices 
10. Real-World Component Characteristics 


MOTOROLA WIRELESS RF PRODUCT DEVICE DATA 


BOOKS AND MANUALS ARE NON-RETURNABLE re tee 


| * 
© MOTOROLA | digitaldna” 


18 enti ymihere 


Revision 14, 1.5 lbs. ¢ Technical information for the several product families that 
comprise the new Motorola portfolio of Wireless RF products, including bipolar, 
RF BiCMOS, SiGe:C BiCMOS, LDMOS, MOSFET RF Power, and gallium 
arsenide chip technologies in a varity of ceramic and plastic surface mount pack- 
ages. 


Part #: MRFDM Price: $7.95 ea. 
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ARRL BOOKS AND MANUALS 


BOOKS AND MANUALS ARE NON-RETURNABLE 
Name of Book 


ELECTRONICS DATA BOOK « .875lb. Valuable aid to the radio ama- 
teur, RF design engineer, technician and experimenter. Has commonly used 
tables, charts, hard-to-remember formulas and semiconductor pin-out dia- 
grams, etc. 


EXPERIMENTAL METHODS IN RF DESIGN « 508 pages * 2.5 Ibs. EMRF 49:95 43.95 
* This new work is heir to the wildly popular Solid State Design for the 

Radio Amateur which left an indelible mark on radio communication in 

the decades following it's release in 1977. Chapters include: 

Amplifiers, Filters, Oscillators, Mixers, Super Hetrodyne Transmitters and 

Receivers, Measurement Equipment, Direct Conversion 

Receivers, Phasing Receivers and Transmitters, DSP Components, DSP 

Applications in Communications, and Integrated Stations. 

Includes a supplement CD. 


YOUR HF DIGITAL COMPANION « 197 pages, .625 Ib. * Explained in 
this easy-to-understand book: RTTY, AMTOR, HF packet, PacTOR, 
G-TOR and CLOVER. A handy reference section tells you where to find 
equipment and software. An extensive glossary defines the unique lan- 
guage of the digital modes. 


HINTS & KINKS ¢ 14th edition, .9 lb. * Best tips/suggestions/projects 
from QST 1992-1996. 


INCREASE YOUR SPEED « Cassette Tapes ¢ 10-15 wpm _ CODE1015 +469 7.00 
¢ 13-14 wpm _ CODE1314 +460 7.00 


INTRODUCTION TO RADIO FREQUENCY DESIGN « Wes Hayward, _ ITRFD 39.95 
W7ZOI ¢ Fundamental methods of RF design of HF, VHF and UHF equip- 
ment. Includes software. 


LOW PROFILE AMATEUR RADIO Operating a Ham Station from LPAR 8:00 6.95 
Almost Anywhere ¢ Low-visibility antennas for HF and VHF you can build 

yourself; techniques for low-power voice, CW, RTTY, AMTOR, packet- 

radio and VHF/UHF/microwave’ operation; interference 

problems. 


BEST OF THE NEW HAM COMPANION « Selected QST articles on all NHC +4200 11.40 
aspects of ham radio from the beginners perspective. 


YOUR PACKET COMPANION « Covers everything for packet 
newcomer/assemb. station, satellites. 


PRACTICAL PACKET RADIO « 200 pages, .75 Ib. * The information PPR 15:95 | 9.95 
you need to select, install and operate a packet station. Includes tables spec!4 
and lists of symbols and commands. 


QRP POWER « 1 lb. * The best recent QRP articles from QST, QEX and aQRPP 42.60 , 8.95 
The ARRL Handbook, as well as a new, in-depth article on the popular 40-40 spec!4 
transceiver. 


QST, QEX and NCJ « Requires Microsoft Windows. 


1995 issues on CD-ROM 1995 Q'S 7 = GE xe9%5 
1996 issues on CD-ROM 1996 QST-QEX96 


UNDERSTANDING BASIC ELECTRONICS « 300 pages, 2 
lbs. * Written in an easy to understand style for electronic beginners; as 
well as those who want to brush up on electronics principles. Starting 
with math skills, the book progresses to dc and ac electronics principles. 
It concludes with clear, simple explanations of how components like di- 
odes, transistors & integrated circuits work. Perfect for students, hams & 
everyone with an interest in the electronics side of ham radio. 


WEATHER SATELLITE HANDBOOK « 5th edition * Howto monitor wx © 
satellites. 


3.5 inch program diskette for IBM compatible PCs 


The ARRL RFI BOOK « 1st edition * 300 pages ¢ 1.6 lbs. © Practical 
cures for radio frequencey interference. Step-by-step interference solu- 
be tions covering: telephones, power lines, TV, computers, VHF intermod, 
ee mw! and more. 
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TECHNICAL BOOKS 
BOOKS AND MANUALS ARE NON-RETURNABLE 
Name of Book 


MOTOROLA 


MOTOROLA RF DEVICE DATA MANUAL « DL110/D, Revision 10, 
2 volume set, 4.3 Ibs. * This publication presents technical informa- 
tion for the several product families that comprise the Motorola port- 
folio of RF Products. Product families include bipolar, LDMOS, 
MOSFET RF Power, and gallium arsenide chip technologies in a 
variety of ceramic and plastic surface mount packages. 


MOTOROLA BIPOLAR POWER TRANSISTOR DATA ° 1038 pages, 
2.25 lbs. ¢ Technical data for Motorola's broad line of silicon power 
transistors. 


MOTOROLA SMALL SIGNAL TRANSISTOR MANUAL « Revision 
5, 875 pages, 2 lbs. * Transistors, FETS and Diode Device Data. 


OP AMPS Design, Application, and Troubleshooting * 2nd edition, OPAMP 5495 34.95 
512 pages. Straddles the imaginary line between the technician and special 
engineering worlds. Topics are carefully addressed on three distinct 

levels: operational overview (describes the purpose and explains the 

operation of each op amp circuit from an intuitive and non-mathematic 

viewpiont), numerical analysis (shows how to calculate important 

circuit parameters such as ac and dc voltages, etc), and design pro- 

cedures (pre sents step-by-step design techniques for a wide range 

of op amp circuits). 


RADIO FREQUENCY TRANSISTORS ¢ Principles and Practical Ap- 
plications 2nd edition, 299 pages, 1.2 Ibs. * Norm Dye and Heldge 
Granberg * Written by experienced RF design engineers from 
Motorola's Semiconductors Product Section, this expanded edition 
has been updated and adds approx. 65 pages of new subject matter. 


This book is a complete tool for successful RF circuit design. As 
cellular and satellite communications fields continue to expand, the 
need for RF circuit design grows. Radio Frequency Transistors con- 

NORMAN DYE * HELGE GRANBERGT! tains a wealth of practical design information based on years of ex- 

RADIO FREQUENCY TRANSISTORS perience from authors who have worked with the leading 

SSA fhiN(PiC AND PRACTICAL APPIATIONS | | Manufacturers of RF components. The book focuses primarily on 
the more difficult area of high power transistor amplifier design and 
construction. 


Contents include: functional characteristics for power transistors, 
low power transistors, linear modules, and power modules; RF tran- 
sistor fundamentals; Transistor characteristics in specific combina- 
tions; Bandwidth considerations; Classes of opertion; Forms of 
modulation; Pulse mode; Reliability considerations; Construction tech- 
niques; Types of packages; Tips for systematic PC layout design; 
Mounting RF devices; RF modules; Power amplifier design; 
MOSFETs; Circuit testing; Types of low-pass filters; Power splitting 
and combining; LDMOS high power transistors; Small signal ampli- 
fier design; Design parameters; Biasing consideations; Power gain; 
Stability; Actual steps in low power amplifier design; and much more. 


Practical design examples cover the frequency spectrum from 2 
MHz to microwaves, with a special emphasis on the UHF frequen- 
cies where so much of today's new technologies are being imple- 
mented. 


RF CIRCUIT DESIGN ¢ Newnes, 176 pages, 1 lb. * For the person 
who has design experience. You. learn: Procedures for designing 
your own low-pass, high-pass, bandpass, and bandstop filters; How 
to design single and multiresonator circuits; Impedance matching, 
both real and complex, with the aid of Smith Charts and numerical 
values; The difference between small and large signal amplifiers and 
the step-by-step procedures for designing the latter. 
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TECHNICAL BOOKS AND MANUALS 


BOOKS AND MANUALS ARE NON-RETURNABLE 
Name of Book Part # Price 


ECG SEMICONDUCTOR INSTANT CROSS © Crossref. book £72604 $8.50 
on Floppy Disk! 3.5” 1.44IMB 


SEMICONDUCTOR CROSS REFERENCE BOOK « Sams, scrs 43.95 37.75 
5th edition, 671 pages, 2.8 lbs. * A complete guide to 

semiconductor replacement and substitutions from the mak- 

ers of PHOTOFACT service documentation. Over 490,000 

part numbers, type numbers and other identifying numbers 

listed. 


Includes p/n’s for the US, Europe, and the Far East. 
Replacement for NTE, ECG, Radio Shack, and TCE. Four 
cross-references in one. The most comprehensive 
replacement data available for engineers, technicians, and 
all those who work with semiconductors. 


CD-ROM version of SEMICONDUCTOR CROSS ocoscrs 39,95 
REFERENCE BOOK « Latest release. 


THE COMPLETE RF TECHNICIAN'S HANDBOOK « 2nd_ CRFTH 43:95 39.95 
edition, 2 Ibs. ¢ Use this book to test and troubleshoot 

transmitters, transceivers, and receivers with confidence. Top- 

ics covered include reactance, phase angle, logarithms, di- 

odes, passive filters, amplifiers, and distortion, etc. 

Various multiplexing methods and communication technolo- 

gies are discussed. 


SIMPLIFIED DESIGN OF SWITCHING POWER SUPPLIES spsps 3+95 == 27.95 

¢ 215 pages, 1 lb. An all-inclusive, one-stop guide to switch- 

ing power-supply design. This unique book describes the 

operation of each circuit in detail, requiring no previous de- stat: 0) OH 
sign experience to use the techniques. Step-by-step Len On 
instructions and diagrams render this book essential. for the 

student and the experimenter, as well as the design 

professional. 


Simplified Design of Switching Power Supplies concentrates 
on the use of IC regulators and examines a selection of ex- 
ternal components that modify the |C-package characteris- 
tics. All popular forms of switching supplies, including 
DC-DC converters, inverters, buck, boost, buck-boost, pulse 
frequency modulation, pulse with modulation, current-mode con- 
trol and pulse-skipping, are specifically examined. The de- 
sign examples may be put to immediate use or may be modi- 
fied to meet a specific design goal. This book is 
recommended as an instructional text for those unfamiliar 
with switching supplies or as a reference for those in need 
of a refresher. 


TEXAS STAR SERVICE MANUAL « 50 pages « Service TEXAS-1 24.95 
Manual for Amp Series MOD-V, MOD-P, DX250, DX250HDV, 

DX350HDV, DX400, DX400V, DX500, DX500V, DX667, 

DX667V, DX1200 and DX1600. Full circuit board component 

layouts, with detailed schematics for CW transmitter to 

amplifier conversions. 


EXTENDING TRANSMITTER TUBE LIFE « A Carefully 
followed program of filament voltage management can 
substantially increase the life expectancy of AM/FM 
Broadcast transmitter power grid tubes. Reprint of CPI/Eimac 
Application Bulletin #AB-18 
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SERVICE/OWNERS MANUALS 


BOOKS AND MANUALS ARE NON-RETURNABLE 


Name of Book Part # Price 
ALPHA 76A, PA & CA Service/Owners Manual * 2 KW Linear Amp., two & three 3CX400A7. C SMA76 $8.00 


ATLAS 210X/215X Service Manual * Schematics, voltage readings, operation, etc. SMA210X 15.00 
ATLAS TX-110 Installation and Operation Manual SMATX110 6.50 


CYBERNET Service Manual « For “Export” Radios SMCYEX 15.00 


DENTRON CLIPPERTON L Operating Manual DCL 8.00 c 
DENTRON DTR-2000L LINEAR « Conservatively rated 2 kw PEP. 160-15 meter SMD20 7.00 

modifiable to 10m). Uses 8877/3CX1500A7 tube. 

DENTRON 160-10L Service/Owners Manual « Uses four 572B tubes. SMD160 7.00 

DENTRON MLA1200 Service/Owners Manual * Uses one 8875 tube. SMD12 12.00 

DENTRON MLA2500 Service/Owners Manual ¢ Uses two 8875 tubes. SMD25 25.00 


GALAXY Service Manual for main chassis: EPT3600-10A, EPT3600-10Z, EPT3600-11Z, GSMCBC 20.00 

EPT3600-14B and EPT6900-10Z. Includes Alan 87, Connex 3300, 3500, Dirland 3300, 3600, 1 
3900, Eagle 2000, Excalibur base, Excalibur Samurai, Galaxy 2100, Galaxy II, Galaxy 11B, "mig ing i | Amateur Bi Linear Amplifier | 
Galaxy 22B, Galaxy 2517, Galaxy DX33, DX44, DX55, DX66, DX73V, DX77, DX88, DX99, ra atte, or | ar | 
Galaxy Melaka, Galaxy Pluto, Galaxy Saturn, Mirage II, Mirage Ill, Mirage 44, Mirage 6600, ed | si | 
Mirage 88, Mirage 9900, President Franklin, Super Galaxy, Superstar 3300, 3600, 3900, 

Tek 506, Texas Star. Also usable for main chassis in the following models: Galaxy 2527, 

Galaxy Saturn Turbo, Mirage 2950EX, Mirage 2970EX, Sommerkamp TS2000DX, 

Superstar 360FM (Uniden PB010), RCI-2950, RCI-2970, RCI-2980, and RCI-2990. 

by Lou Franklin 


GONSET GSB201 Linear Service/Owners Manual « Uses four 811A tubes. SMHGSB 


GONSET 903A/913A Instruction Manual ¢ For single band 6m & 2m amplifiers. GON903 
4X150A/4CX250B, 500w input. 


HAFSTROM LK-2000HD Instruction Manual * Linear Amplifier and DL-2000 Dummy Load. SMHLK2000 
HALLICRAFTERS HT-41 Linear Service/Owners Manual * Uses two 7094 tubes. SMHT41 


HEATHKIT AC POWER SUPPLY HP-23A Assembly & Operating Manual AMHP23A 
HEATHKIT LINEAR AMPLIFIER SB-200 Assembly & Operating Manual AMSB200 
Uses two 572B tubes. 


HICKOK MODEL 600 Tube Tester * Operating Instructions. SMH600 


MAGNUS MA1000B Linear Service/Owners Manual * KW Mobile Amp. Schematics, SMMA 
parts list, etc. Uses 8 power transistors. 


NATIONAL NCL 2000 Service & Operating Manual * Two 8122 tubes. 1000 watt NCL2000 9.95 
average, 2000 watt PEP input, 80-10M 


PALOMAR 90A Service Manual « Schematics, voltages, operation, parts list, pictures. SMP90A 5.00 
PALOMAR 350Z Manual « Schematics, voltages, operation, parts list, pictures. SMP350Z 15.00 


PRIDE DX300 Service & Operating Manual ¢ All schematics/tuneup/parts list, etc. SMDX300 12.95 
Uses 4CX250B. 

PRIDE KW-1 Service Manual « All schematics/tuneup/parts list, etc. Uses 4CX250B. SMPKW1 12.95 
PRIDE TF1000 Counter Service/Owners Manual * Schematics, basic repair info. SMTF1000 6.50. 


RANGER AR3300 & AR-3500 Service Manual « Ranger 10M Transceiver. SMAR 20,00 


RCI-2950/2970 Service Manual * Rev. F ¢« 10M Transceiver, includes new “SMT”. SMRC129 25.00 
RCI-5000/6000/9000 Service Manual * VHF Marine H.T. Transceiver. __ SMRC320 21,95 
RCI-5500/6500/8500 Service Manual * VHF Marine Transceiver. SMRC155 17.75 


SILTRONIX Model 1011B Installation Operation & Maintenance Manual SIL1011B 10.00 
SILTRONIX Model 1011C Installation, Operation & Maintenance Manual SIL1011C 10.00 
SILTRONIX Model 1011D Installation, Operation & Maintenance Manual SIL1011D 10.00 


SWAN CYGNET 270 Service/Owners Manual SMS270 12.50 
SWAN CYGNET 270B Service/Owners Manual SMS270B 12.50 
SWAN MARK II LINEAR AMPLIFIER Operation & Maintenance Manual SMSMKII 7.00 
2 kw Input, 80 through 10 meters. Uses two 3-500Z tubes. Complete with schematics. 
SWAN Model 350 Service/Owners Manual 

SWAN Model 350C Service/Owners Manual 

SWAN Model 500C Service/Owners Manual 

SWAN Model 700-CX Operation and Maintenance Manual SMS700CX 10.00 
SWAN 1200-X LINEAR Service/Owners Manual ¢ Uses four 8950 tubes. SMS1200 7.50 


UNIDEN HR-2510 Service Manual « 10M Transceiver. SMHR25 13.95 
UNIDEN HR-2510 & HTX100 High Power modification using MRF497 HR2510MOD FREE 
Reprint from “73 Magazine” 

UNIDEN HR-2600 Service Manual * 10M Transceiver. SMHR26 13.95 


PC Electronics TC70-10 Upgrade to 20W TC70-10 N/C 


COQ QDi@i@ 


SMS350 15.00 
SMS350C 15.00 
SMS500C 15.00 


DO QI Qi® 


C indicates copy of original. SWAN MARK 1 
LINEAR AMPLIFIER 


@ Swan 
préees 
Seren 
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Name of Book 


CB PLL DATA BOOK ° Lou Franklin, New International Edition 
* The ins & outs of PLL chips. 


CB TRICKS II * Tube and solid state linear amplifier design CBT2 $4995 , $7.95 
theory * Includes schematics of D & A tube amps. (supply limited) cioseeY 


CB TRICKS Ill * A continuation of tune up and technical information on CBT3 $49:95 | $7.95 
CB radios, solid state and tube linears. (supply limited) ciosee4 


CB TUNE UP MANUAL ° Master Edition, What to cut, tweek CBTUP1 29:95 19.95 
modifications, etc. 


CB TUNE UP MANUAL « Volume II * More info on popular CBTUP2 29:95 19.95 
transceivers. 


CB TUNE UP MANUAL « Volume III * More of the same. CBTUP3 29:95 19.95 


CB TUNE UP MANUAL « Volume IV * Exports/SSB/mic wiring/etc. CBTUP4 29-95 19.95 


CB TUNE UP MANUAL « Volume V « Latest equipment and new ideas.  CBTUPS5 29:95 19.95 


CB TUNE UP MANUAL « Volume VI © More of the same. CBTUP6 29:95 19.95 


CB TUNE UP MANUAL « Volume VII CBTUP7 29-95 19.95 


RADIO/TECH MODIFICATIONS « 200+ pages, 1 Ib. * Modifications, 
alignments, diagrams, etc. 
Volume 7A — ICOM, Kenwood & Scanners RTM7A 29:95 9.95 
Volume 7B — Yaesu, Alinco, Standard, CB, etc. RTM7B 29:95 14.95 
Volume 9A — ICOM, Kenwood & Scanners RTM9A 29-95 14.95 
Volume 14A — ICOM, Kenwood & Scanners RTM14A 19.95 
Volume 14B — Yaesu, Alinco, Standard, etc. RTM14B 19.95 


“SCREWDRIVERS EXPERT” GUIDE TO CB REPAIRS « Lou CBEXP 22:60 19.95 
Franklin * New International Edition features repairs and modifications for 
AM, FM, SSB equipment. Includes American, British, and European rigs. 


DATA BOOK 


Lou Franklin 


Programmable 


fication Reference 
. & European CB Radios 
iS its 


TRI-POWER MOBILE LINEAR AMP « Complete Plan Set. CAOML 15.00 


TRI-POWER PC BOARD «® 2 transistor. 


PCBf1 


eRNATIONN 
eprtion Rs 


UNDERSTANDING & REPAIRING CB RADIOS for the Professional UARCB 39-69 38.00 
Technician ¢ Lou Franklin, 2 lbs. * Includes AM, FM, SSB & CW models. 

23 & 40 channel circuits, crystal & PLL-synthesized types, American, 

British & export radios. 


Modifications 


& Alignment Controls 


Add a book to your next Order 


and take advantage of our 


TaN DAME aN 


low cost shipping. 


Modifications for: 
Alinco 
Standard 
Yaesu 
Others 
CB Radios 


See back vewer fot specie rsdlye 


‘RA AO ER RT 
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RF TAB TRANSISTORS 
FOR CB & HAM EQUIPMENT 


Input Output Gpe Ic 
Transis. W.CWCWPEP dB cont. 
MRF260* 105: 5 5c peat 
MRF261* 1 20 2 
MRF262* 


RF POWER MOSFETS—N Channel 


To 225 MHz VHF AM/FM 
Pin Gos/Freq, Package! 


Device 


Pout 
Watts 


Watts dB/MHz 


Style 


MINIMUM ORDER: $25 


HF TRANSISTORS 


1.5-30 MHz, HF/SSB 
Pout P., GPE (Min) Package/ 


Device Watts Watts dB @ 30MHz Style 


VpD=50 Volts 


MRF1514 


150 


MRF176GV 200 
MRF151G 300 7.5 


1S) 
4 


13/175 
17/225 
16/175 


211-11/2 
375-03/2 
375-03/2 


Vec=28 Volts 


MRF485 15 19 
MRF426 925 16 


211A-04/1 
211-07 


27-50 MHz, LOW FM BAND 


P. GPE (Min) Package! 
Walls dB @ 50MHz Style 


Pout 


Device Watts 


Vec=12.5 or 13.6 Volts 


MRF475 4 
MRF497 — 40 
S$D1446 = 70 
MRF492 70 
MRF492A 70 


0.4 221A-04/1 
221A-04/2 
211-07 
211-11/1 


145-10 


100-500 MHz BAND 


Pout Pi, SPE (Min)/Freq, Package’ 
Device Watts Watts dB/MHz Style 


Vec=28 Volts 

MRF313. 1 0.03 
MRF321 10 0.62 
MRF323 20 2 
MRF338.. 80 12 7.3/470 333-03 
MRF39q¢)100 18 7.5/500 744A-01/1 
onegg6(®) 100 18 7.5/500 382-01/1 


15/400 
12/400 
10/400 


305A-01/1 
244-04/1 
244-04/1 


MRF426A 25 10 
MRF401 25 
MRF466 40 
MRF496 40 
MRF464 80 
$D1407 100 
$D1726 150 
MRF422 150 
VeC=50 Volts 

MRF427 25 
MRF428 150 
MRF429 150 
MRF448 250 


145A-09 
145A-09 
211-07 
221A-04/2 

211-11 
211-11 
211-11 
211-11 


2 
MRF264" 7 
MRF475 8 
MRF476 1 
MRF477 1.2 
MRF497* 1.0 
2801306 (sub 25C2166) 
28C1307 (sub 28C2312C) 
2801945 5 14 
28C1969 1.0 16 
2802075 «3 
2gc2166 2 
28023120 12 
2802509 0.4 
28031335 


Ratings based on 21-30 MHz use. 
*=30 MHz values extrapolated from VHF specs. 


SRF3800 80 
$D1405 100 


211-11 


(6)=internal Impedance Matched { 
211-11 


Push-Pull Transistors 


806-960 MHz BAND 
Pout Pi GPE (Min)/Freq.Packagel | 
Device Watts Watts dB/MHz Style 


Vec=12.5 Volts-Class C 
MRF559_~—sOO..5 

MRF581 (0.6 

MRF837 0.75 

MRF557. «1.5 

MRF839 3 8 | 
MRF839F 3 8/870 | 
MRF841 5 A 85 
MRF840 ~—- 10 : 6 
MRF846 = 40 4.3/870 
MRF847 = 45 4.5/870 


Voc=50 Volts—Class C 

MRF1035MB 35 3.5 10 
MRF1091MA90 9 10 
MRF1090MB90 9 10 
MRF1150MA 150 25 78 
MRF1150MB 150 25 78 


100-400 MHz BAND 
Pout P., GPE (Min) Package/ 
Device Watts WattsdB @ 400 MHz Style 


Voc=28 Volts 
PANS) in I On D0) 
MRF5174 2 0.125 12 
2803375 3 1 4.8/400 
MRF5175 5 4 11 ~~ 244-04/1 | 
MRF325 30 4.3 85 316-01/1 | 
MRF326 40 9  316-01/1 
. 


To 500 MHz UHF AM/FM 
Pout Pin Gps/Freq, Package/ 
Device Watts Watts dB/MHz Style 


VpD=28 Volts 
MRF158 2 
MRFi61 5 
MRF162 15 
MRF166C 20 
MRF164W 20 
MRF163 25 
MRF166 40 
MRF175GU 150 
MRF177 100 
MRF177M 100 


VDD=50 Volts 
MRF176GU 150 


66-88 MHz BAND 


Vec=12.5 Volts 
MRF229 1.5 
MRF232 7.5 
MRF233 15 
MRF234 25 


0.15 10/90 
0.8 9/90 145A-09 
1.5 10/90 145A-09 
2.8 9.5/90 145A-09/1 


02 20/400 79-05/5 


0.4 13.5/400 

13.6/400 
17/400 
17/400 
12/400 
10/400 
12/400 
12/400 
12/400 


8/870 
10/870 
8/870 
8/870 


317-01/2 
317-01/2 
317-01/1 


244-04/3 
244-04/3 
319-06/3 
412-01/1 
244-04/3 
211-11 
375-03/2 
744A-021/2 
390A-01/1 


0.4 
7.5 
75 
15.7 


211-11 
211-11 
211-11 
211-11 


88-108 MHz FM BROADCAST . 


Pout P.. GPE (Min)/Freq. Package! 
Device Watts wal Sits Style 


Vec=28 Volts 
$D1460 150 


WDWoOowdwdwWwWwWWWOWOWOWOWOWOVOO Wl 
mmoaoqonooomoommoaommmm'r ss 
OOMMMMOMMOOMMODODO OWE 
mmMmoo00omo0ommoommmmbp 


Orn rf fF DD +S 


14-30 MHz, CB/AMATEUR 
Pout P. GPE (Min) Package/ 
Device Watts Watts dB @ 30MHz Style 


Vec=12.5 or 13.6 Volts 
MRF476 3 ~~ OO. 
MRF475 4 
MRF449 

MRF449A 

MRF453 

MRF455 

SRF2072 

SRF7000-9070 
SRF3775 70 
MRF458 80 
MRF454 80 
MRF492 90 
SD1446 90 
SRF3749. 85 
SRF3795 90 
SRF3800 100 


18 9.2/108MHz 211-11 


RF POWER MOSFETS 
—N Channel 
Pout Pin Gos/Freq, Package! 
Device Watts Watts dB/MHz Style 


To 54 MHz HF/SSB 


Vpp=12.5 Volts 
MRF255 55 


30-200 MHz BAND 


Pout Pi. GPE (MinyFreq, 
Watts Watts dB/MHz 


Voc=28 Volts 

MRF475 4 «200.4~—10 
2N3553 2.5 0.25 10/175 
on5e41 7) 1AM 
MRF340 8 13/136 
2N5642 20 8.2175 
MRF314 30 10/150 
MRF314A 30 10/150 
2N5643 40 7.6/175 
MRF315 45 9/150 
MRF315A 45 9/150 
MRF316 80 10/150 
MRF317 100 9/150 


14/400 375-03/2 
Packagel 


Style 


221A-04/1 

221A-04/1 
211-07 

145A-09 
211-11 
211-07 
211-07 
211-07 
211-07 
211-11 
211-11 
211-11 
211-07 
211-11 
211-11 
211-11 


Device 


HF TRANSISTORS 


1.5-30 MHz, HF/SSB 


Pout P GpE (Min) Package/ 
Watts Watts dB @ 30MHz Style 


221A-04/1 
79-04/1 
144B-05/1 
221A-04/2 
145A-09/1 
211-07/1 
145A-09/1 
145A-09/1 
211-07/1 
145A-09/1 
316-01/1 
316-01/1 


Device 


Voc=12.5 or 13.6 Volts 
MRF476 3~—OO. 
MRF475 12 12 
MRF433 12.5 0.125 
9803133 13 05 
MRF406 20 ‘1.25 
SD1285 30 08 
MRF477. 40~—«1.25 
MRF460 60 
MRF412 70 
2802097 75 
2803241 75 
2802290 80 
MRF458 80 
202904 100 
2803240 100 
2803908 100 
SD1487 100 
$D1405 100 
MRF421 100 
SRF3662 110 
2$C2879 120 


1.2 16/54 211-11 


79-04/1 
244-04/1 
36-03 


To 150 MHz HF/SSB 


VpD=28 Volts 
MRF138 30 
MRF140 150 
VDD=50 Volts 
MRF148 
MRF150 
MRF154 
MRF157 


To 225 MHz VHF AM/FM 
Vpp=28 Volts 
MRF134. 5 
MRF136 15 
MRF166 20 
MRF137 30 
MRF171 45 
MRF172 

MRF173 80 
MRF173CQ 80 
MRF174 125 
MRF142 150 
MRF175GV 200 
MRF141G 300 13 


221A-04/1 
221A-04/1 
211-07 
221A-04/2 
211-07 
211-07 
221A-04/2 
211-11 
211-11 
316-01 
211-11 
211-11 
211-11 
316-01 
211-11 
316-01 
211-11 
211-11 
211-11 
211-11 
211-11 


211-07/2 
211-11/2 


JO2015A 50 10 316A-01/1 
MRF309 50 7 316-01/1 
MRF327 80 9 7.3 316-01/1 
MRF329 100 7 333-04/1 
MRF392. 125 8 8 744A-01/1 
9n6985(6) 125 8 8  382-01/1 


211-07/2 
211-11/2 
368-02/2 
368-02/2 


aAanRaw Gomes ss 
LAAN woo Roe 


14/150 
16/150 
16/150 
16/150 
15/150 


211-07/2 
211-07/2 
211-07/2 
211-07/2 
211-07/2 


Oonnnrer rH H-: 


13/150 
13/150 
11.8/150 
10/175 
14/225 
10/175 


211-11/2 
316-01/2 
211-11/2 
211-11/2 
375-03/2 
375-03/2 


Pr 
Soo 


16.541 |105+ d 


<t@———— §4 2 —————> 


PIN: 

G) INPUT 
@ Veet 

@) Voce 
@) OUTPUT 


() GND 


eae rere ley a 


Q Q Yo 


a: 
23+ bah, 


3,0 +0:8 
~0 


2.3 20.3 


@) Pin: RF INPUT 
@ Vea : GATE BIAS SUPPLY 
@) Voo : ORAIN BIAS SUPPLY 


PIN: 

@) INPUT 

@® Vees 

© Voce } 
@) OUTPUT ie 


©) GND 


@ Po : RF OUTPUT 
© GNO: FIN 


B 
Veci 


OUTPUT | OUTPUT 
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COMPARISON OF POPULAR RF SEMICONDUCTORS 


136-174 MHz HIGH BAND 


400-512 MHz BAND Continued ANTENNA SWITCHING PIN DIODES for 50-500 MHz Applications 


: Pout Ps SPE (Min) Package/ Pout Fs SPE (Min)/Freq. Package 
Device Watts Watts dB @ 175 MHz Style Device Watts Watts  dB/MHz Style Part # MHz IF mAr fs Max C, pF Application 
Voc=12.5 Volts yoozi25 Volts MI301 470 20 1.2W 3.0 Low power in/out 
MRF234 25 «2.8 —-9.5/90_ 145A-09/4 RF630 3 0.33 9.5/470 —79-05/5 
pi ER ty reoai | 2803020 3 03 10520  T3tE MI308 470 50 0.7W 1.6 10w 
2N5945 4 0.6 8/470 244-04 MI402 470 50 0.7W 3.0 25w 
SSC180 A'S Oey) 10vy 2214-082.) uRres f 5 0.5 “10/8129 \240-04/1 
MRF607 1.75 0.12 11.5 79-041 | MRF6525 5 05 10/512 249-05/ MI407 470 50 0.7W 1.8 25w-40w 
2N5589 3 0.35 #9 144-B05 | MRF660 7 2  5.4/470 221A-04/2 Techni i i : 
pee MIS AS as 089 tooo 2Nsat {eOuatwicn Tbe cal Data Package of listed PIN diodes: $1.75/set 
‘ 653 10 2 7/512 244-04/1 
cde AS Ra ara cove | MRF653S 10 2 © 7/512 249-06/1 ie Mar P max W 
i SD1433 10 1.2 8 244-04 Part # MHz PD 100 MHz/50 ma_ C @O0v 25°C 
2N6080 4 0.10 12 145A-09 SDi429 12 4 78 311-14 UM9401 
MRF260 5 05 10 221A-04/2| MRF641 15 25 7.8/470 316-01/1 0 40-1000 5.5w 1.0 1.5 170 @1p=.2A 
2801971 7 06 10  221-04/2 | MRF654 15 25 7.8/470 244-04/1 UM941 40- = 
EE EE Ai LAS DRO oe Bt 5 0-1000 10w EO 4.0 1200 @1-=1A 
Reena 20-52 145A-00 [yarrow Mant Bay TOMTOM 
MRF261 10 3.0 5.2 10-220 MRF644 25 5.9 6.2/470 316-01/1 
MRF212 10 125 9 145-09 | MRF646 40 13.3 4.8/470 316-01/1 
EN cl ater MESO ba Sit 
pagel : ae - vd MRF650 50 11,7 6,3/470 316-01/1 
: ; 28C2905 50 15 48/512 316-01 
MRF221 15 3.5 6.3 211-07 J03055 55 311-11 
MRF262 15 35 6.3 221A-04/2] MRF648 60 22 4.4/470 316-01/1 
MRF2628 15 0.95 12 244-04/1 MRF658 65 25 4.15/512 316-01/1 
28C1729 16 1.4 10 T31E Vec=28 Volts 
2802094 17 20 88 TIE MRF340 8 04 13 221A-04 
2802539 17 0.5 145 ‘TIE MRF338 80 = 15 7.3 = 333-04 
2802549 17 0.5 14.5 T31E Note: Transistor gain performance improves 
2N5591 20 (50 4.4  145A-09 at lower frequency of operation. Example: 430- 
2N6082 25 6 6.2 145A-09 450 MHz gain & power will increase 10-20%. 
MRF222 256 6.2 211-07 
2N6083 308 5.7 1454-09 
MRF238 30 7 9  145A-09 
iets ce i TUBE APPLICATIONS AND SUGGESTIONS 
a ve = re pil RECEIVING AND requires simple neutral modification. TUREALIBE 
SPECIAL PURPOSE TUBES This tube is in extremely short supply. : 
MRF1946A 30 © 3 10  145A-09 vi A number of factors can aid maximum 
28cio46 32 60 67 ‘T31E | The familiar tube manufacturers, Swan Transceivers require special tube tube life in your transmitter. Are the maxi- 
2SCi946A 35 30 10 T31E | Sylvania, ECG, RCA, General Electric, selection for ease of neutralization. You mum ratings given on the tube 
Sbi273. 40 27 9 1454-09 | Raytheon, etc., ceased U.S. production may call our Technical Department at | manufacturer's data sheet being ex- 
sos 40 5 9 1454-09 “ see a ad eng type aes (760) 744-0750 for details. ceeded? Is there adequate forced air 
1275-01 40 5 9 211-07 € early 's. Tubes you see offere cooling? Is the final power tube capable 
2N6084 40 14 45 145A-09 today are either existing shelf stock or POWER HANDLING CAPABILITY of solering power a excess if ea de- 
MRF224 40 143 45 211-07 foreign imports. Our tests have shown that Graphite plate sired operating level? 
MRF240 40 5 9 _145A-09 wen “apne oe ee 3-500Z tubes safely handle up to 20% g : 
MRF240A 40 5 9 211-07 € Nave found It necessary to Tully tes higher power levels over metal plate fi a9 
$b1428 45 10 65 316-01 | Most receiving tubes to weed out the | tubes. Graphite tubes will not “burn ire eat aac ih Sah 
2sc2540 45 60 82 316-01 | weak, gassy, or otherwise defective. RF through” or melt at temperatures which sian Hee noratod funccien filamonte 
MRF250 50 14 44 241-11 PARTS selects the best audio, power destroy regular metal plate tubes. Addi- Borin bauhattonathe cata migcaioe 
28C2630 50 10 7 316-01 | and sweep tubes for matched sets. tional air flow may be required. ‘ tes a ea rosih : ot 
2802604 70 15 67 316-01 | Matched tubes will operate in a balanced TUBE BURN IN 0 he" surrace Oo Me 4 ore an bik 
MRF247 75 15 7 316-01 | manner, yielding lower distortion, equal Transmitting tubes generally require a pect Fiber % (electron flow capabil- 
MRF245 80 12 64 316-01 power dissipation, less tendency for “burn in” time to increase emission to its ity) of tungsten. 
28C2782 80 618 6.4 316-01 parasitic oscillations, and improved tube nominal value. In broadcast stations, 
so1477 100 125 631601 | ife. “Out of spec” and marginal tubes are | 100-200 hours at rated filament voltage | proper dlamenr valtyos tens radical 
SD1441 150 40 55 31601 | discarded. is allowed for burn in. This initial opera- Begs Mek dbp 4 triage bee apse eetae oe 
Voc=28 Volt F tion allows the getters, materials which affect on filament life. When a tube is 
= olts TV SWEEP TUBES are suited for SSB absorb and hold residual as, to finish Nat there Is plenty of emission avail- 
SRF3841H 40 7 7.6 1454-09 | use, but caution must be used in AM use. gas, able to sustain rated operating current. 


Minimum Gain & power ratings are at 175 MHz. 
Operation at 146 MHz will be higher by 10-20%. 


225 MHz, ULTRA HIGH BAND 


High level compression, use of “Modu- 
lators”, etc., cause excessive strain on 
final tubes in general. When operated 
in linear amplifiers, plate dissipation and 


the vacuum of the tube in its final oper- 
ating environment. In an Amateur Radio 
amplifier, tubes will often require 50-200 
hours of “key down’ transmit time to re- 
move the residual gas and condition the 


Normally the tubes of broadcast stations 
will be run for a short period of time at 
the rated filament voltage. Then filament 
voltage is reduced to a point just above 


P PG ay cathode current are easily exceeded, ; rae ; that which allows necessary emission. 
ee an Wen wae see | which in tum wil drastically teduce tube Wiser on sia hw ~ a sy It is checked from time to ee and re- 
Vec=12.5 Volts life. Approach high peak power with care. Mitel ilaments ad onerteansmit) val pad adjusted as required. Operating at the 
MRF207 1 0.15 82 79-04 | Reduced tube life due to “out of spec” htiratoakirel inert lower filament voltage and adjusting in 
MRF227" 3 013 135  79-05/5 | Operation, is nota reflection of tube qual- hed be P. the manner noted improves tube life sub- 
MRF208 10 1 10 145A-09/10 | ity, but of tube abuse. The 811A, 572B, = eerie be ol we ae Note ii the above guideline 
MRF226 13 16 9  145A-09/1 : lize a thoriated tungsten filament, whic shou e used for tungsten emitters 
Vec=28 Volts Sse Casa ig age real died © is highly dependent upon sufficient fila- only, and does not apply to oxide cath- 
2802133 34 4.50 B24 assure reasonable tube life for 6LQ6, ment temperature to provide adequate ode-type tubes. 
estate 2. 7 —3tt-H 6LF6, 6JE6, GHF5, 6JS6C, 6KG6/ electron emission for pout oPeralons ASdidedalinformevion on this subject wil 
nea 6) 10 «78 316-1 | ELS09, etc. Fan cooling is mandatory. | FIssion Increases as the therm m | be found in CPI/Eimac technical bulle- 


*Grounded Emitter TO-39 package. 


UHF TRANSISTORS 
400-512 MHz BAND 


Some amplifier model numbers are cho- 
sen for sales reasons and do not reflect 
the amplifier's true power capability. 


As with semiconductors, manufacturers 


grates towards the surface of the fila- 
ment wire. This is why it is recom- 
mended to “burn in” these tubes before 
operation. 


572B, 811A, & 3-500ZG tubes are as- 


p P_ Gpe ii of sweep tubes do not warrant their tubes i ; 

Device Watts Watts dBMM” Sue” | after installation, as there is no way of jth hein ak Ait oe 
Voce7.5 Volts emia! inere,ece problems In ihe show tubes returned for warranty from 
MRF750 0.5 0.05 10/470 3054-011 | @Quipment, method of operation, etc. 1993-2002 to be less than 2%. This fig- 
Derren 25 Ve0A. B470y.740051 1. Your equipment uses sweep tubes, iis ure ranks up with the best of U.S. and 
MRF754.—s«8 2 6/470 249-05/1 best to reduce power and input level to European tubes, and allow RF PARTS 
Voc=12.5 Volts lenginemmape ite: to offer a full One Year Limited Warranty 
MRF627 0.5 0.05 10/470 305A-01/1 | Kenwood/Heathkit/Johnson/Collins/Etc: for TAYLOR against manufacturing de- 
MRF750 0.5 0.05 10 305A-01 use only matched 6146B or 6146W of fects in material and workmanship. The 
MRF581 0.6 0.03 13/500 317-01/2 U.S. manufacture. (Our Sylvania 6146W RFP (RF PARTS) brand carries our 
MRF515 0.75 0.05 8/470 79-04 is a ruggedized premium grade 6146B TWO YEAR limited warranty against 
MRF555 1.5 0.15 10/470 317D-02/2 | which pass military quality specifica- manufacturing defects in material and 
MRF629. 2 = =0.3--8/470-—_79-05/5 tions.) US manufactured 6JS6C in Yaesu workmanship (second year prorated). 
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QUANTITY PRICING AVAILABLE 


tin EXTENDING TRANSMITTER TUBE 
LIFE. A reprint is available from RFP for 
$1.00. 


90 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


MINIMUM ORDER: $25 


TUBE WARRANTY & RETURN POLICY 


CATALOG 2004 


Limited Warranty on Transmitting Tubes 


New Eimac, Taylor, Svetlana, RFP (RF Parts Co.) and similar power grid 
transmitting tubes carry the manufacturer's limited warranty against 
defective material and workmanship. RFP 3-500ZG carries a 2 year limited 
warranty (2nd year prorated) in Amateur service. The RFP/Svetlana 811A- 
MP, etc, and RFP/Svetlana 572B-MP, etc. carry 1 year limited warranty. 
Extended RFP warranty valid in U.S. only. NO TUBE MANUFACTURER 
OFFERS A WARRANTY AGAINST WEAROUT OR FAILURE RESULTING 
FROM EXCESSIVE OPERATING TEMPERATURE AND/OR OTHER 
OPERATING CONDITIONS WHICH EXCEED MANUFACTURER'S 
SPECIFICATIONS. 


Metal-ceramic tube warranty varies depending on tube type and manufac- 
turer. Contact us regarding limited warranty. 


(#) and -NOS (New, Old Stock) denote new tubes with older date codes, 
guarantee new condition and carry a minimum 30 day limited warranty 
against manufacturing defects. 


Limited Warranty on Receiving 


& Special Purpose Tubes 


Receiving and Special Purpose Tubes carry a 30-day limited warranty on ma- 
terial and workmanship. However, TV SWEEP TYPE receiving tubes are not 
designed, rated, guaranteed or warranted by the manufacturer or RF Parts 
Co., for use in linear amplifiers. Please be sure the tubes you received are 
correct for your equipment. We do not warranty or guarantee suitability or 
reliability of any sweep tube used as an RF amplifier. 6146B, 6146W, 6JB6, 
6JS6C carry 90 day limited warranty when used in transceivers. 


RF Parts Co. inspects all tubes before shipment to assure quality. Tubes 
returned for possible warranty are subject to our failure analysis to determine 
if claim can be covered by the factory's limited warranty. Tubes which, in our 
opinion, show evidence of excessive dissipation, low emission, wear, or other 
damage indicating improper operation or use, will likely not be accepted for 
warranty or exchange. Any tube not accepted for warranty or exchange will 
not be returned unless requested by customer who shall pay shipping charges 
to return same. 


(P) denotes tubes removed from working equipment. Most tubes are from 
military transmitters and look & test as new. We test all tubes and include 
a 30 day limited warranty against manufacturing defects. 


Warranty and Disclaimer 


Return Policy Since the vendor, RF Parts Co., does not control the use of its products, 

there are no express warranties which extend beyond the description on 

PRODUCT RETURNS , the face hereof. SELLER DISCLAIMS ANY IMPLIED WARRANTIES OF 

Products are not sold for evaluation. Under some circumstances (at the MERCHANTABILITY OR OF FITNESS FOR ANY PARTICULAR PURPOSE. 
discretion of RFP) and with its prior approval, RFP will accept an item for | since Seller cannot control the manner of use of its products after their 
return. Under most circumstances a 15% restocking fee and all freight | sale, Seller will not be responsible for any consequential or indirect damages. 


charges will be assessed. Concerning products for which Seller is acting as only a distributor of prod- 
ucts manufactured by other companies, Seller expressly limits its liabilities 
DAMAGED ITEMS to any guarantees extended by the manufacturer, which guarantees Seller 


. : ‘ : eae will pass through to the original customer. Further, Seller will, at its option, 
At time of delivery, if the box is obviously damaged, note this with the sitter replace is goods sold or refund the purchase price. No verano 
driver and refuse shipment. This item will be returned to RFP and another will apply if the goods are in any way altered or modified after delivery by 
will be sent at no additional charge. Seller. See additional information regarding warranty of semiconductors 
lf hidden damage is noted, contact UPS as soon as possible. Save box and vacuum tubes. Warranties are granted to the original customer and 
and all packing. They will pickup. Once the item is received by RFP, a | fe non-transferable. 

replacement will be sent. Note: When returning merchandise, please place the original package inside 
of a shipping carton. Do not use the original container as a shipping carton. 


PRIOR TO RETURN; You must first obtain a return tracking number by contacting us at (760) 744-0750 
between the hours of 10:00 a.m.-4:00 p.m. Pacific Time. Items returned for inspection must include original purchase 
receipt and detailed failure report. Returning tubes without proper Report and Invoice will delay processing. Pack the 
box well and mark the outside with the tracking number. Insure contents. Upon our receipt, it usually takes two to three 
weeks to test & process the return. Unused items returned for refund are subject to restocking fee. 

For technical assistance or warranty information, please call our Customer Service Department at (760) 744-0750, 
hours: 10:00 a.m.-4:00 p.m. PST / 1:00 p.m.-7:00 p.m. EST. 


WARRANTY TERMS for Metal Ceramic Transmitting Tubes & Sockets 


Svetlana 
6,000 hours or 24 months 


Hour Rating: Based on filament or heater on-time hours 
for factory authorized warranty. 


11,000 hours or 24 months 


2 ea nes OF a5 Bie im aa or 12 months If a product fails during the first 10% of the operational 
D 9 200 ne of 10 Sth 10 Ags hours due to faulty workmanship or material, it will be 
E a SMe ds ke UG ae oe z replaced or credited at 100% of original purchase price. 


If failure occurs during the remaining 90% of the war- 
ranty hours, a prorated adjustment will be calculated, 
and a credit will be issued towards the price of a new tube. 


10,000 hours or 24 months 
7,000 hours or 24 months 


~ 
V Failures as the result of improper use or operation may 
R 5,000 hours or 12 months 

Pp 

N 

K 


not qualify for warranty coverage. 


4,000 hours or 12 months 
3,000 hours or 12 months 
1,000 hours or 12 months 
Hardware and accessories only, 12 months 


Tubes returned to RFP for Warranty Claim: Customer 
is responsible for shipping charges. 


QUANTITY PRICING AVAILABLE on PRICE AND AVAILABILITY SUBJECT TO CHANGE - 


MINIMUM ORDER: $25 
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FOREIGN ORDER INFORMATION 


Fill out Order Form Completely. Orders without all information cannot be processed. 


Please type or print clearly. If possible, include a 
fax number, as this is the best method of 
communication. (lf a fax/phone number is 
included, make sure to include your Country 
Code. Order cannot be processed without it.) 


Processing: Orders received by end of 
business day Tuesday will normally be shipped 
on Friday of same week. Delivery time after 
order has been processed depends on the 
method of shipping, and your country's 
Customs. 


Pricing: Component pricing is based on price in 
effect at time of sale. Price and availability subject 
to change without notice. Quantity orders may 
qualify for discount. FOB San Marcos. 


Minimum Export Order: $25.00, SHIPPING 
CHARGES ARE ADDITIONAL 


CUSTOMS 
Customs regulations require actual value of 
merchandise be stated on Invoicing and 
paperwork. 


SHIPPING METHODS 
Actual delivery time depends on shipping 


method. The cost varies greatly with shipping 
company. Some orders will require a custom 
shipping quote. 


Please advise how you wish parcels shipped, 
and if you wish insurance or registration. 


If you do not specify exactly how your 
order should be shipped, 
RF Parts Co. will use it's best 
judgement in selecting shipping method. 


UPS & FedEX IS THE BEST WAY TO SHIP 
Canada/Mexico: $9.50 minimum shipping/ 
handling charge up to 8 oz. for Small Packet 
Air- mail. No insurance available to Mexico. UPS 
& FedEx service most areas, and is available at 
extra charge. 


United Parcel & Federal Express 
Shipments: 

Will be given priority. However, 2-5 working days 
before shipping may be required due to extra 
shipping documentation or incomplete infor- 
mation from customer. 


Small Packet, EMS & Air Parcel Post: 
Orders can be shipped by “EMS” (Express Mail 


International Serivce, if offered in your country, 
insured up to $100.00 at no extra charge, or up 
to $5000.00 at $1.00 per $100.00 (over $100.00). 
Letter Post “Small Packet Airmail’ or Air Parcel 
Post through the Postal Union is the least 
expensive. Minimum Shipping and Handling 
Charge for Small Packet Airmail up to 8 ounces 
is $14.50 (Canada/Mexico US$9.50). Maximum 
of 4 pound to most countries; 1 to 2 pounds to 
some countries. 


Small Packets may be “Registered” for additional 
fee of $7.50 No insurance available, therefore, if 
order is lost or damaged it is at your risk. Packets 
exceeding 8 ounces require additional postage. 
Boxes over 8”x8”x8” size are usually sent Air 
Parcel Post, cost dependant upon weight. Larger 
packages may be sent Air Parcel Post, 
registration not available. Insurance depends on 
country. 


Lost Parcels: FedEx and UPS process their 
claims immediately, with rapid resolution. Postal 
claims may take up to 6 months to be resolved. 
Please keep in mind the customer owns the 
package after it leaves our dock, and we have 
no control over the shipping while in transit. 


SWEEP TUBE COMPARISON 
Heater RF Operation (Up to 30 MHz) 
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Please make a copy for Orders, thus keeping this original in Catalog. 


FAX AND MAIL-IN ORDER FORM 


Type or print clearly. Minimum U.S. orders: $25.00. Minimum Export orders: $25.00. 
Date 


| SU oe eS Ee es ee ee eee ee eee Ship to: 
| if different than “Sold to” 
| Attn: a la ai oe Attn: 

ChE SIRENS ae Ss Address/P.O. Box: 
City: ————iiuiieq—_——_._ State: SSeS City: 

OO —————————————— Country: 


Daytime Phone: Daytime Phone: 


Breverte PAN: ce Purchase Order: 


e | Unit Cost__| Total Price 


ts) 
Ko} 


Sub-Total 


Payment AES: Vs = | Check/ Open 
Method: Ucop U W nso UW s J u Money Order UI Account |_ lax (Calif. only) 
me | ws) COLD. | 


( 
(U.S 
oases EL LI-CLD-CO) -010) «oe 
or Mastercard # 

Rural Route fee 


We DO NOT accept American Express or Diners Club cards. SHIP BY: TOTAL 
UPS U.S.A.Only 


U) Ground 
Cardholder Name: O)oOrange/3 Day Foreign NoC.O.D. Postal/Foreign No C.O.D. 


' C) Blue / 2 Day Q) UPS Air () Small Packet Airmail 
oe Pak CL) Red/NextDay () Federal Express (J Air Parcel Post 


’ LI Federal Express () Express Mail* (EMS) 
Signature: L) Best Way *not available in all areas 


Bank customer service tel. number ORDERS ONLY l eop oar erer NO TECHNICAL 
(usually found on back of card): 


MAIN ORDER LINE 760-744-0700 — DELIVERY INFO. 


CUSTOMER SERV. 760-744-0750 TECHNICAL & 
OR WARRANTY _ (10 a.m. - 4 p.m. only) APPLICATIONS 
435 SOUTH PACIFIC STREET FAX 760-744-1943 © 888-744-1943 FAX 
SAN MARCOS, CA 92069 e-mail: rfp @rfparts.com www.rfparts.com 
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Please make a copy for Orders, thus keeping this original in Catalog. 


FAX AND MAIL-IN ORDER FORM 


Type or print clearly. Minimum U.S. orders: $25.00. Minimum Export orders: $25.00. 
Date 
Sold to: Ship to: 


if different than “Sold to” 
JAM a ee I a Attn: 


Address: Address/P.O. Box: 
CNY a 1D 3 eee ees City: 

LL UR ce SR a Country: 

DUB AULT: [PLAY AYE an a a Daytime Phone: 


WavirMeospaxc es ewe Fe Purchase Order: Country: 


Description Page Unit Cost Total Price 


Sub-Total 


Payment / \ cnt Check/ Open , 
Method: Beeb nt isa, o nso a : ; W Money Order U1 Account} Tax (Calif. only) 


(U.S.) C.O.D. 


steers LLL HCLDL-C0L C000) «Se 
or Mastercard # 


Rural Route fee 


Hy 
i 


We DO NOT accept American Express or Diners Club cards. SHIP BY: 


UPS U.S.A.Only 


Q) Ground 
Cardholder Name: O)Orange/3Day Foreign No C.O0.D. Postal/Foreign No C.O.D. 


Q) Blue / 2 Day Q) UPS Air U) Small Packet Airmail 
gan: CL) Red/Next Day (©) Federal Express () Air Parcel Post 


: LI Federal Express () Express Mail* (EMS 
Signature: L) Best Way *not available in all areas 


Bank customer service tel. number ORDERS ONLY He eee NO TECHNICAL 
(usually found on back of card): “ 


MAIN ORDER LINE 760-744-0700 DELIVERY INFO. 


CUSTOMER SERV. 760-744-0750 
OR WARRANTY _ (10 a.m. - 4 p.m. only) 


435 SOUTH PACIFIC STREET FAX 760-744-1943 © 888-744-1943 FAX 
SAN MARCOS, CA 92069 e-mail: rfp @rfparts.com www.rfparts.com 
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Shipping Charges effective March 31, 2004 
2004 UPS Ground Shipping Chart* 


Arizona * California 
Weight Colorado * Nevada 
not exceeding | New Mexico * Oregon 
Utah * Wyoming 


All other states 
(in the 48 Contig. states) 


Oversize: Boxes larger than 84" total (length and girth combined) are 
automatically 30 pounds minimum. 
Service to remote residential areas may require additional days for delivery. 


2004 UPS Orange - 3 Day Select* 
48 Contig. States 


over call 
20 Ib._ for quote 


UPS Next Day Air is available. Contact RF Parts for charges. 

*Only areas served by UPS (no post office boxes). Other shipments by Postal. 
Hawaii, Alaska, and Puerto Rico—contact us for current shipping charges. 
Fractions of a pound go to next higher weight. 


Dimensional Weight (“DW”) charges may apply to Orange, Blue & Red service. 
“DW” applies to boxes larger than 12x12x12, or 1728 cu. inches, which are subject 
to minimum DW weight charge of at least 9 Ibs. 


UPS adds an additional handling charge for all parcels over 60” in length. 
Guaranteed Delivery: UPS and RF Parts Co. do not guarantee 
UPS ground, 3-day select or 2-day air shipments. Only Next 
Day Air is guaranteed by United Parcel Service. 


ORDER DESK HOURS: 
Monday - Friday 

7 a.m. - 4:30 p.m. PST 

10 a.m. - 7:30 p.m. EST 


1-800-RF-PARTS 
1-800-737-2787 


MAINORDERLINE 760-744-0700 DELIVERY INFO. 


CUSTOMERSERV. 760-744-0750 TECHNICAL & 
OR WARRANTY (10 a.m. - 4 p.m. only) APPLICATIONS 


FAX 760-744-1943 e 888-744-1943 FAX 


ORDERS ONLY NO TECHNICAL 


e-mail: rfp@rfparts.com 


e-mail orders: 
orders@rfparts.com 


RF Parts On-Line Catalog 
http://www.rfparts.com 


U. S. ORDER INFORMATION 


Minimum Order: $25.00 
(Shipping & COD charges Not Included) 


SHIPPING METHODS & CHARGES* (in the 48 contig. states): 


BEST WAY: UPS. UNITED PARCEL SERVICE ORDERS 
RECEIVED BEFORE 2:30 p.m. PST (5:30 p.m. EST) SHIP SAME DAY. 
Federal Express / Airborne / DHL available (12:00 p.m. PST deadline). 
Note: UPS, Fed Ex, Airborne, and DHL do not deliver to PO. Boxes. 


2004 UPS Blue - 2 Day Air Shipping Chart* 


California, Colorado, 
Weight New Mexico, Oregon 
not exceeding and Wyoming 


All other states 
(in the 48 Contig. states) 


*Only areas served by UPS (no post office boxes). Other shipments by Postal. 
Fractions of a pound go to next higher weight. 


call for quote 


Dimensional Weight (“DW”) charges may apply to Orange, Blue & Red Labels. 
“DW” applies to boxes larger than 12x12x12, or 1728 cu. inches, which are subject 
to minimum DW weight charge of at least 9 Ibs. 


Delivery Area Surcharge applies to each package UPS delivers to certain zip 
codes. Go to www.ups.com for a listing of applicable zip codes. UPS charge of $1.00 
per package delivered to a commercial destination, $1.75 per package delivered to 
a residential destination. 


HAWAII, PUERTO RICO, ALASKA: Standard UPS rates apply. No C.O.D. 
CALIFORNIA: Residents add appropriate sales tax. 


RURAL ROUTE ADDRESS FEE: With the advent of 911 emergency sys- 
tems, nearly all RFD addresses were converted to street numbers and 
names. If you don't give us your assigned “911” street address, UPS will 
charge an additional $10 fee. 


ADDRESS CORRECTION FEE: UPS and FedEx charge $10 for address 
correction. RF Parts must pass this charge along to the customer. Be 
sure you give us your complete and correct address (including Street, 
Drive, Pkwy, Apartment or Unit #, Zip Code, etc. if it applies). 


PAYMENT METHOD: 
PREPAID: check or money order. Personal checks must have preprinted 
address and are limited to $40.00 (for immediate shipment). Checks over 
$40.00 may be held for bank clearance before shipping goods. Any 
overpayment will be held as a credit for use on your next order. 


VISA, MASTERCARD and DISCOVER accepted. Minimum 
$25.00 parts order applies (before Shipping charges). 


C.O.D.: Pre-approval required (see following info). Add $7.50 COD 
fee payable by U.S. Postal or Western Union Money Order or Bank 
Issued Check. 
Travelers Checks, store-issued money orders and personal checks 
NOT accepted. 
Note: UPS no longer accepts Cash. No C.O.D. to Alaska / 
Hawaii / Puerto Rico / Canada. Minimum C.O.D. order $25 before 
shipping and handling charges. 


SHIPPING & HANDLING CHARGE: On large or heavy items, please 
verify cost with us. 


OPEN ACCOUNT: _Is available to rated commercial accounts that have 
been approved in advance. 


RF PARTS MAILING ADDRESS: 
435 South Pacific Street »* San Marcos, CA 92069 


Visit our website at: 


www.rtparts.com 
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Fax 
760-744-1943 © 888-744-1943 


E-mail 
rp@riparts.com 


Mail 
435 South Pacific Street 
San Marcos, CA 92069 


